PROFESSIONAL REGULATION COMMISSION 


School : AYALA MALLS, MANILA BAY 
Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 1 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 5TH 


Page 1 of 303 


Room/Grp No. : GRP 1 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ABABON JEAN ERIC NICOLAS AGAS UNIVERSITY OF SANTO TOMAS 

2 ABAD ALDRIN SALAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 ABAD CAMILE AUSTRIA UNIVERSITY OF LUZON (LUZON COLL.) 

4 ABAD GLYDEL TIMOTEO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

5 ABAD JEFFWARD SUGPATAN RIZAL TECHNOLOGICAL UNIVERSITY 

6 ABAD LEAH SAN LORENZO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 ABAD NORVIN VINCE CRUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 ABAD ROMNICK GABRIEL UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

9 ABADIZA NOARIL MADELAR COLEGIO DE MUNTINLUPA 

10 ABAGON DENISE AUBREY ALEGRE DE LA SALLE UNIVERSITY-DASMARINAS 

11 ABAJAY JOSEPH AGUIRRE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 ABALONA JONATHAN BONG JAVATE EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

13 ABALOS ANGELA BEATRIZ GREGORIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

14 ABALOS LAMUELITO MANLANGIT PAMANTASAN NG LUNGSOD NG VALENZUELA 

15 ABALOS LARRY DELLOMAS RIZAL TECHNOLOGICAL UNIVERSITY 

16 ABALOS PAOLO ANTON DE LOS SANTOS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

17 ABALOS SHEENA MARIE BENCILA SAINT LOUIS UNIVERSITY 

18 ABANDO JOHN PATRICK TUNOG NATIONAL UNIVERSITY-MANILA 

19 ABANDO RALPH ADRE MACARAEG COLEGIO DE DAGUPAN (for.COMPUTRONIX 
COLL) 

20 ABANTAS JAMAL SAMAN LAKE LANAO COLLEGE, INC. 

21 ABANTE CHRISTIAN JAMES MEDINA UNIVERSITY OF RIZAL SYSTEM-MORONG 

22 ABANTE GERALD MALINAO RIZAL TECHNOLOGICAL UNIVERSITY 

23 ABANZADO LYNSER CORONEL CENTRAL COLLEGES OF THE PHILIPPINES 

24 ABAO JOHN JOEWEN DALISAY UNIVERSITY OF SANTO TOMAS 

25 ABAOAG LOUISE NICOLE DE STA. CRUZ NUEVA ECIJA UNIVERSITY OF SCIENCE & 


TECHNOLOGY-CABANATUAN) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : AYALA MALLS, MANILA BAY 
Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 1 


MANILA 


Floor : 5TH 


Page 2 of 303 


Room/Grp No. : GRP 2 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ABARA CARMELA JANE IBANEZ DIVINE WORD COLLEGE OF LAOAG 

2 ABARDO RICA MAYOR BICOL UNIVERSITY-LEGAZPI 

3 ABARENTOS JUNEBELL RAMOS UNIVERSITY OF BATANGAS 

4 ABARINTOS MEGAJOIZL URBANO LYCEUM OF THE PHILIPPINES - CAVITE 

5 ABARINTOS RED'Z ANNE BULALAS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 ABARRA MARIA ANGELA SAMANTHA DAPITAN UNIVERSITY OF PANGASINAN 

7 ABAYA ADOLPH LYNDON NERPIO RIZAL TECHNOLOGICAL UNIVERSITY 

8 ABAYA ALFRANCIS NATHANIEL BURWELL UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

9 ABAYA HAZEL ABEDES CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

10 ABBAS ABDUL RAHMAN SAGA PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

11 ABDUL MALIC ARHAM MACABANTOG PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

12 ABDUL AL-RASHER ASNAWIE UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

13 ABDUL FAISAH ANDRA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

14 ABDUL SAMIRAH LAWAN RIZAL TECHNOLOGICAL UNIVERSITY 

15 ABDUL SITTI RAHMA JAMILA URBANO ATENEO DE NAGA UNIVERSITY 

16 ABDULLA SAKRIM ANTANG SOUTHERN CITY COLLEGES 

17 ABDULLAH ALIYA AINI VISDA DE LA SALLE UNIVERSITY-MANILA 

18 ABDULLAH MOHAMMAD ELIAS BIN MAROHOMBSAR NATIONAL UNIVERSITY-MANILA 

19 ABDULMAJID ALSHEAKER MURADJAM UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

20 ABECILLA CHARISSE FAYE DEL CAMPO UNIVERSITY OF LUZON (LUZON COLL.) 

21 ABECILLA EYMAN DANIEL TOLEDO CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

22 ABECILLA YGAN RAMIR TABUZO LYCEUM OF APARRI 

23 ABEJAR SHIV JADE BAGASBAS TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
MANILA 

CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : AYALA MALLS, MANILA BAY 
Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 1 


Floor : 5TH 
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Room/Grp No. : GRP 3 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ABEL FHANIE DALMAN UNIVERSITY OF SCIENCE & TECH. OF 
SOUTHERN PHILS-CDO(FOR MUST CDO) 

2 ABELARDE JOHN MARVIN CASUGBO CAPIZ STATE UNIVERSITY (CIT)(PSPC)-MAIN 
CAMPUS 

3 ABELLA JR. RODRIGO SUDIO DIVINE WORD COLLEGE OF LAOAG 

4 ABELLA ALLANA JERSEY AQUINO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-STA MARIA, BULACAN 

5 ABELLO CHRISTINE HANNAH DAVID UNIVERSITY OF SANTO TOMAS 

6 ABELLO GIORGIO AMIGO DE LA SALLE UNIVERSITY-MANILA 

7 ABENDANO MARJORIE FENIS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 ABERIA RODEL JOHN DORIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 ABILA JR NOEL GOROBAT NAGA COLLEGE FOUNDATION 

10 ABINA ALLEN QUINONES CAMARINES NORTE STATE COLLEGE-DAET 

11 ABINAL MARIA DONNA BRILA CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

12 ABINALES FRANCIS LORENZ ABESAMIS DE LA SALLE UNIVERSITY-MANILA 

13 ABLES HARVEY OJAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 ABOBO ROSEBELLE LAMSEN UNIVERSITY OF THE EAST-MANILA 

15 ABONIN RICKY CAUDILLA UNIVERSITY OF NUEVA CACERES 

16 ABORITA DANIELLE JOYCE SALUDAY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 ABOY LEA DIANNE MONIS UNIVERSITY OF MAKATI 

18 ABRA AIMAH BANTOG PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

19 ABRANTES KRISTA JANE FORNEA ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

20 ABRASADO RYAN CHRISTOPHER JUNTILLA NORTHWEST SAMAR STATE UNIVERSITY 


(FOR.TIBURCIO TANCINCO) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : AYALA MALLS, MANILA BAY 
Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 1 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Page 4 of 303 


Floor : 5TH Room/Grp No. : GRP 4 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ABRAZALDO ARIANNE JOY VALDEPENA UNIVERSITY OF PANGASINAN 

2 ABRENICA JEMSON FERRER NEW ERA UNIVERSITY 

3 ABRENICA RIZZA JOY FIGAROA RIZAL TECHNOLOGICAL UNIVERSITY 

4 ABRERA CHARISSE JADE TAYAG UNIVERSITY OF THE EAST-MANILA 

5 ABRERO ALYSSA JADE OLPINDO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

6 ABRIGAR LESTER JAY ANTHONY LUNA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 ABROGENA JUAN PAOLO OLIVEROS UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

8 ABSALON CLAIRE ENIEL PASCUAL UNIVERSITY OF THE EAST-MANILA 

9 ABUAN KRIS REYES BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

10 ABUBAKAR YUSRI HADJI SALAM HOLY TRINITY COLLEGE OF PUERTO PRINCESA 

11 ABUCEJO KEVIN JUPLI FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

12 ABUEG GLAIZA JANE CAITAN LYCEUM OF THE PHILIPPINES - CAVITE 

13 ABUTIN JAYVEE COLUMNA LYCEUM OF THE PHILIPPINES - CAVITE 

14 ABUTIN JOHN NERSON ABDALA LYCEUM OF THE PHILIPPINES - CAVITE 

15 ABUYOG RHEA JEAN ESPAÑO NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

16 ACEBUCHE RICA DOCIL UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

17 ACEDERA RAE CARLO NICOLASORA ADAMSON UNIVERSITY 

18 ACERO HARLIE GUZMAN CAMARINES NORTE STATE COLLEGE-DAET 

19 ACERON UHMAR VINCE PLANTADO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

20 ACHAY ZYLA VILLAFUERTE TECHNOLOGICAL UNIVERSITY OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Page 5 of 303 


School : AYALA MALLS, MANILA BAY 


Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 1 Floor : 5TH Room/Grp No. : GRP 5 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ACLAN DEREK JOHN JAIME PLATA UNIVERSITY OF BATANGAS 

2 ACLETA YDNA EUFERLL ANGELES TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

3 ACOB NASRAIDA SANTOLING EMILIO AGUINALDO COLLEGE-DASMARINAS 

4 ACUZAR JOSHUA BIEN SALAZAR FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

5 ADA IVAN CHRISTOPHER LAGURIN BATANGAS STATE UNIVERSITY - ALANGILAN 

6 ADA LUCIO III ADA MANUEL L. QUEZON UNIVERSITY 

7 ADANZA MIKE HOLDEIN ELNAS SILLIMAN UNIVERSITY 

8 ADAP ARA JEAN FERRER DIVINE WORD COLLEGE OF CALAPAN 

9 ADAP SOFIA FABIAN PHILIPPINE CENTRAL ISLANDS COLLEGE 

10 ADARAYAN MARY JOY IRINCO UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

11 ADAWAG MARY JOY ACADEMIA NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

12 ADAYA JAY-R TAMANG ISABELA STATE UNIVERSITY-ILAGAN 

13 ADDUCUL BRIXTER JAY PAYNOR SAINT MARY'S UNIVERSITY 

14 ADIAO ANGELO VON NAPIZA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 ADIH ABDUL-AZIZ JAWALI UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

16 ADINO CARLWIN CLEVE DISCAYA UNIVERSITY OF SANTO TOMAS 

17 ADORA EDISON CAPOQUIAN UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

18 ADORA MARIA RAMILA CUYOG UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

19 ADORA VIRLEEN LYRA BUA-AY UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

20 ADRIANO JOSEPH JEDIDIAH DAVID UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

21 ADRIANO KIMIKO UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

22 ADRIANO SHIRLYN GIE GULINAO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

23 ADRIATICO JASON ARGUILLES UNIVERSITY OF RIZAL SYSTEM-MORONG 

24 ADUANA MIKHAIL GERHARD FONTANILLA DE LA SALLE UNIVERSITY-MANILA 

25 ADVIENTO REYMARK LOPEZ FLORENCIO L. VARGAS COLLEGE- 


TUGUEGARAO 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Page 6 of 303 


School : AYALA MALLS, MANILA BAY 


Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 3 Floor : 5TH Room/Grp No. : GRP 1 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ADVINCULA JEMMAE ESTEBAN UNIVERSITY OF MAKATI 

2 AFABLE CELSO JR DIANA EMILIO AGUINALDO COLLEGE-DASMARINAS 

3 AFOS JOHN DARRYL CARINO UNIVERSITY OF PANGASINAN 

4 AGACER BELISARIO II VELASCO SAINT MARY'S UNIVERSITY 

5 AGAD RUBY JOY FORCADAS ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

6 AGANA JOHN HENDRIX ACAYA EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

7 AGAPAY ROWEL GERZA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

8 AGBAYANI BYRON JAMES MADELA NORTHWESTERN UNIVERSITY 

9 AGBAYANI ZSANEL APAN ARAULLO UNIVERSITY 

10 AGBUGGO JENNELLE KEIANA REI ZAMORA PAMANTASAN NG LUNGSOD NG MAYNILA 

11 AGNE FRANCIELLE RUGA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

12 AGOMAA KAYL MONIQUE BUITA CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

13 AGONOS JOHN PAOLO DOLLESIN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

14 AGPALZA CRIS JOHN ANGELO CABADIDO ISABELA STATE UNIVERSITY-ECHAGUE 

15 AGPAOA JAN PAOLO MANAGUELOD NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

16 AGRA ANTHONY BAILEY SANTOS LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

17 AGRAMON PATRICK MARVIN GABRIEL UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

18 AGRON NORIEL BALALIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 AGSAO RIZEN VILLAVERDE BALIUAG UNIVERSITY (BALIUAG COLLEGES) 

20 AGUAM MOHAMMAD PANDITA XAVIER UNIVERSITY 

21 AGUBA PAULINE ANGELICA DE GUZMAN BATANGAS STATE UNIVERSITY - ALANGILAN 

22 AGUDAL JAY-ANN RODRIGUEZ ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

23 AGUILA ALDRENE DE LEON LYCEUM OF THE PHILIPPINES - CAVITE 

24 AGUILA DENNISE FRANCHESCA ARANAS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

25 AGUILA HANZ YLLAN UMALI BATANGAS STATE UNIVERSITY - ALANGILAN 

26 AGUILA JIEMYRA JAN SILVESTRE DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

27 AGUILA JOHN CHRISTIAN MARAMOT DIVINE WORD COLLEGE OF CALAPAN 

28 AGUILAR ABBY JOY SAMSON TECHNOLOGICAL UNIVERSITY OF THE 


PHILIPPINES-TAGUIG 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : AYALA MALLS, MANILA BAY 


Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 
Building : CINEMA 3 


MANILA 


Floor : 5TH 
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Room/Grp No. : GRP 2 


Seat Last Name First Name Middle Name School Attended 

No. 

1 AGUILAR ALECX JARMAINE ABAYA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

2 AGUILAR IRISH NICOLE ALVAREZ ADAMSON UNIVERSITY 

3 AGUILAR JOHANNAH SHAMMAH DEMEGILLO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 AGUILAR JOHN POL AZNAR DE LA SALLE UNIVERSITY-MANILA 

5 AGUILAR KERSTINE JOSEPH CARMONA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

6 AGUILAR SHARMAINE MAYANDIA UNIVERSITY OF MAKATI 

7 AGUILAR WINSTON CANIZO UNIVERSITY OF NUEVA CACERES 

8 AGUILLON ROMAR CHRISTIAN ECALDRE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 AGUIMBAG SAMANTHA ISABEL SALONGA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

10 AGUINALDO FREDINEL JR ADRIATICO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

11 AGUINALDO SUZETTE CAPA CENTRAL LUZON STATE UNIVERSITY 

12 AGUIRRE FRANCHESCA AUDREY SARNO LYCEUM OF THE PHILIPPINES - CAVITE 

13 AGUIRRE JAY ALBERCH IBOT TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 AGULLO ANGELIKA LOURAINE ROMANO CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

15 AGUSTIN JERARD MARIUS VILLAREAL LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

16 AGUSTIN JHERRVIN MENDOZA OUR LADY OF FATIMA UNIVERSITY-PAMPANGA, 
INC 

17 AGUSTIN KURT BRIAN MANAYAN ISABELA STATE UNIVERSITY-ECHAGUE 

18 AGUSTIN NATASHA LOPEZ DIVINE WORD COLLEGE OF LAOAG 

19 AGUSTIN ROGER JR VALLE ISABELA STATE UNIVERSITY-ILAGAN 

20 AHMAD MOHAMMAD DEAN ALI FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

21 AJON JAMES WILLIAM LAMBANG UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

22 AL HAJ MOHAMMED MUSTAFA JEHAD ASIA PACIFIC COLLEGE OF ADVANCED 
STUDIES 

23 ALABAN KIMBERLY GUTIERREZ CAMARINES NORTE STATE COLLEGE-DAET 

24 ALAGAO RICHARD BUYAYO QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

25 ALAMPAYAN MGEE DELOS SANTOS TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : AYALA MALLS, MANILA BAY 
Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 3 


MANILA 


Floor : 5TH 


Page 8 of 303 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ALAN EDWARD CABOTEJA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

2 ALAN PAULINE RIGOR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 ALANO JOHN CARLO FADRILAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

4 ALARCIO ALLAN JAY ASISTIN MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

5 ALARCON GEORGE RYAN BELIRAN LYCEUM OF THE PHILIPPINES - CAVITE 

6 ALARILLA CESARIO III CUMILANG ARAULLO UNIVERSITY 

7 ALATRACA KAYLO MIGUEL GUTIERREZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

8 ALAWI AHMAD BASAR LAKE LANAO COLLEGE, INC. 

9 ALAWI NUR. HUSSEIN SANI SAINT PETER'S COLLEGE-ILIGAN CITY 

10 ALAYON KC FORMARAN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

11 ALAYSA JOHN LORD BLANQUISCO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 ALBALATE MHEL JEZREEL PABICO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

13 ALBAN JESHURUN EPHRAIM CAMERO UNIVERSITY OF THE PHILIPPINES-DILIMAN 

14 ALBANO MARY GRACE ANGELICA SANTOS UNIVERSITY OF SANTO TOMAS 

15 ALBIOLA KENNETH RAMIREZ RIZAL TECHNOLOGICAL UNIVERSITY 

16 ALBIT LENARD HAEL NUARIN MANUEL L. QUEZON UNIVERSITY 

17 ALBO JEODIKENT BEZALEL DELOS SANTOS SAINT LOUIS UNIVERSITY 

18 ALCALA MARK JERRUD ANASTACIO CENTRAL COLLEGES OF THE PHILIPPINES 

19 ALCALDE RAVEN JAN TULLAS NEW ERA UNIVERSITY 

20 ALCANCE ALYSSA DENISE LAVARRO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

21 ALCANTARA ALDIN JR CARANDANG UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

22 ALCANTARA ERIKA JANE DAEL COLEGIO DE MUNTINLUPA 

23 ALCANTARA JOSHUA AVECIA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

24 ALCANTARA KATE CHARMAINE RICAFORT POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

25 ALCANTARA MARK AARON LACEA UNIVERSITY OF THE EAST-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


Room/Grp No. : GRP 3 


PROFESSIONAL REGULATION COMMISSION 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : AYALA MALLS, MANILA BAY 
Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 3 


MANILA 


Floor : 5TH 


Page 9 of 303 


Room/Grp No. : GRP 4 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ALCANTARA QUEENCESS GLAZEL PANAON ADAMSON UNIVERSITY 

2 ALCANTARA RAQUELLE JULIENNE NEPOMUCENO AN ee OF TECHNOLOGY (for FEU- 

3 ALCANTARA ROY JOSHUA LIGOT TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 ALCAUSE JOHN KENNETH FORTALEZA ADAMSON UNIVERSITY 

5 ALCID KARL BENNETT REGINALDO NORTHWESTERN UNIVERSITY 

6 ALDAY JULIE JOY NUQUE UNIVERSITY OF BATANGAS 

7 ALEA AIRHICE CHASTER AMADOR UNIVERSITY OF BATANGAS 

8 ALEA VINCENT ADRIELLE BUENVIAJE BATANGAS STATE UNIVERSITY - ALANGILAN 

9 ALEGADO SYBERSIAN ZION JULES BOCAYA DE LA SALLE UNIVERSITY-DASMARINAS 

10 ALEGOYOJO GRESELLE QUIMBOY UNIVERSITY OF PANGASINAN 

11 ALEGRE FRANCINE ANNE JARDIN SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

12 ALEGRE MA. JOEDYN REOLO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

13 ALEJANDRA ARJAY CABALES PAMANTASAN NG LUNGSOD NG VALENZUELA 

14 ALEJANDRO MARIEL DELA CRUZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-STA MARIA, BULACAN 

15 ALEJANDRO THEA ABLAN DIVINE WORD COLLEGE OF LAOAG 

16 ALEJO CRIZA RONDON CENTRAL LUZON STATE UNIVERSITY 

17 ALEJO STEPHANIE LOURAINNE OLIVAS UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

18 ALFONSO CHRISTIAN MERICK PAREDES DE LA SALLE UNIVERSITY-DASMARIÑAS 

19 ALFONSO JEFFREY CARRANZA UNIVERSITY OF SANTO TOMAS 

20 ALFONSO KASIAN PAUL CALIXTRO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

21 ALFONSO MEDS MAURICIO TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

22 ALIBASA AL-RASUL MATLAIL UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

23 ALIBIN MARIE FE PAGALANAN UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

24 ALIBIO SARAH MAE LONGAKIT EASTERN VISAYAS STATE UNIV. (FOR. L.I.T.)- 
ORMOC CAMPUS 

25 ALIBOSO DAINA RUTH TABUADA UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

26 ALICER NICOLE GAYONDATO UNIVERSITY OF THE EAST-CALOOCAN 

27 ALIDANI ARLEONN NENGASCA UNIVERSITY OF CEBU 

28 ALIDO CHRISTOPHER ANDREI CASABAY POLYTECHNIC UNIVERSITY OF THE 


PHILIPPINES-MAIN-STA. MESA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
MANILA 
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APRIL 23 - 24, 2023 
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School : AYALA MALLS, MANILA BAY 


Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 4 Floor : 5TH Room/Grp No. : GRP 1 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ALIH NURHAIDA SADI ZAMBOANGA CITY STATE POLYTECHNIC 
COLLEGE 

2 ALIMODEN WASIM LACSAMAN PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

3 ALINSOD KIM KENNETH SILANG UNIVERSITY OF THE PHILIPPINES-DILIMAN 

4 ALINSOOT EDITO JR MORACA UNIVERSITY OF BATANGAS 

5 ALIPALA JERICK MENDOZA UNIVERSITY OF BATANGAS 

6 ALLAGA GABRIELLE MARTINEZ CENTRAL COLLEGES OF THE PHILIPPINES 

7 ALLAGA JOSELLE MAE NGITIT ALDERSGATE COLLEGE 

8 ALLAS MARVIN LUCKY DE GUZMAN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

9 ALLAUIGAN ROMEL TELAN ISABELA STATE UNIVERSITY-ILAGAN 

10 ALMANZOR ANGEL CASTILLO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

11 ALMARE MARGARET RHASHEL EVARDONE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 ALMARIO DARYL KEITH FUNTANILLA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 ALMAZAN HANZ ALFRED ESTA UNIVERSITY OF THE PHILIPPINES-DILIMAN 

14 ALMAZAN LORENZ DOMINIQUE CASTRO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

15 ALMIÑE GILBERT JR ALTAREJOS NEW ERA UNIVERSITY 

16 ALMONTE JERLIE FLORES LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

17 ALMONTE NESSEL TALAIN TAGUIG CITY UNIVERSITY 

18 ALMONTE RICHARD MARK REY CENTRAL COLLEGES OF THE PHILIPPINES 

19 ALMOSARA AREN BARTOLABAC SOUTHERN BICOL COLLEGES 

20 ALOJADO JOHN PATRICK MALLARI NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

21 ALONTO AYESHA JADE VILLAROSA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

22 ALONZO CHARISSE ANGELICA GONZALES UNIVERSITY OF SANTO TOMAS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
MANILA 
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School : AYALA MALLS, MANILA BAY 


Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 4 Floor : 5TH Room/Grp No. : GRP 2 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ALOOT VESIE IMPIL JOSEFINA H. CERILLES STATE COLLEGE-MAIN- 
MATI(JHCPC) 

2 ALQUEZA ZANDRELL RICO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

3 ALQUIZA VON GABRIEL BERNABE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

4 ALTO MARION ROQUE CAMARINES NORTE STATE COLLEGE-DAET 

5 ALTOVEROS PRINCE ERIC PAGUAGAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

6 ALTURA ROLANDO JR COLOMA CENTRAL COLLEGES OF THE PHILIPPINES 

7 ALUAG LADY ROSE ANAYA DIVINE WORD COLLEGE OF LAOAG 

8 ALUBOG RICKY GALIN ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

9 ALVAREZ AIRA NICOLE MANUEL UNIVERSITY OF PANGASINAN 

10 ALVAREZ AIRYL KAILA PAGUIO BATAAN HEROES MEMORIAL COLLEGE 

11 ALVAREZ ARON CHRISTIAN PIMENTEL MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 ALVAREZ JOANNA MARIE NAVARRO UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

13 ALVAREZ MARK GERALD AGARIN BICOL UNIVERSITY-LEGAZPI 

14 ALVAREZ PRINCE HARROLD CASTRO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 ALVAREZ RYAN CASTAÑEDA LYCEUM OF APARRI 

16 ALVAREZ SARAH JOY POSTIGO UNIVERSITY OF NUEVA CACERES 

17 ALVIENTO AMORSITA RAMOS MANUEL L. QUEZON UNIVERSITY 

18 ALVIENTO GEORGE LAWRENCE RAMOS UNIVERSITY OF THE EAST-MANILA 

19 ALZATE ALYSSA DANIELLE PETALCORIN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

20 AMADOR RYAN ZAESAR EROLES POLYTECHNIC UNIVERSITY OF THE 


PHILIPPINES-LOPEZ 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : AYALA MALLS, MANILA BAY 
Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 4 


MANILA 


CIVIL ENGINEER 
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Floor : 5TH 
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Room/Grp No. : GRP 3 


Seat Last Name First Name Middle Name School Attended 

No. 

1 AMANCA PATRICIA NICOLE CARANDANG PALAWAN STATE UNIVERSITY-P. PRINCESA 

2 AMANTE CLAIRE ESTAL CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

3 AMANTE ELLA MAE DE SAN ANDRES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 AMANTE JOHN CHRISTIAN MANLAGNIT EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

5 AMAR JULIE ANNE SAN JUAN WESTERN PHILIPPINES UNIV.(for.PALAWAN 
N.A.C)-ABORLAN 

6 AMAR SHEINA MAE APAGA CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

7 AMARANTE NICOLE BARONA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 AMARO ALBERT MANUEL ISABELA STATE UNIVERSITY-ECHAGUE 

9 AMBAL MANELIZA JOYCE DAYAO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

10 AMBAY JOHN CARLO DE GUZMAN RIZAL TECHNOLOGICAL UNIVERSITY 

11 AMBEL ARAFAT MENTOK COTABATO CITY STATE POLYTECHNIC 
COLLEGE 

12 AMBIDA ALEXIS MONIKA NICOLE | TABORDA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

13 AMBION IZABELLE DAVID DE LA SALLE UNIVERSITY-DASMARIÑAS 

14 AMBOJIA VERNINE AGUILAR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 AMBROCIO GIO PHILIP MORALES POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

16 AMBROSIO BRYAN PAMILARAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 AMBROSIO ERICA JAYNE SANTIAGO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 AMER MOHAMMAD AMIN CABUGATAN UNIVERSITY OF THE IMMACULATE 
CONCEPTION-DAVAO 

19 AMER MURSHED MABA SAINT PETER'S COLLEGE-ILIGAN CITY 

20 AMERICA ELLA MARIE PINEDA DON HONORIO VENTURA TECHNOLOGICAL 


STATE UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : AYALA MALLS, MANILA BAY 
Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 4 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 5TH 


Seat Last Name First Name Middle Name School Attended 

No. 

1 AMEROL NERMIEN MACAWARIS UNIVERSITY OF SANTO TOMAS 

2 AMILANO JASMIN LOVE ANTIPINA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 AMILANO JUN-JUN MILLARES BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

4 AMILHAMJA ALDIN INDANAN UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

5 AMIT NATHANIEL VELOSO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

6 AMO KATHLEEN CALUNGSOD UNIVERSITY OF BATANGAS 

7 AMOJEDO VERONICA HERMAN WESTERN INSTITUTE OF TECHNOLOGY 

8 AMOLO LIZZETTE SUAREZ CENTRAL LUZON STATE UNIVERSITY 

9 AMONGO AIRA JOY BOO UNIVERSITY OF RIZAL SYSTEM-MORONG 

10 AMOR KIRK FEB MABULAY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 AMORES JOHN MC DO ROSAL UNIVERSITY OF MANILA 

12 AMPANG MOHAMMAD YASSER LIMPAO PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

13 AMPARO JEAN ANNE DUCHA LYCEUM OF THE PHILIPPINES - CAVITE 

14 AMPARO LAURICE BALAGTAS LYCEUM OF THE PHILIPPINES - CAVITE 

15 AN PATRICK LUIS MARAMBA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

16 ANABE KURT ANDREW CAJANDAB UNIVERSITY OF MAKATI 

17 ANABO JEAN POMIDA EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

18 ANACAN JENN MARIZ TEAÑO LYCEUM OF THE PHILIPPINES-LAGUNA 
(for. LYCEUM INST.OF TECH) 

19 AÑAGO PAUL EDUARD DELOS REYES UNIVERSITY OF THE EAST-MANILA 

20 AÑANA RAFFY BATUTAY TAGUIG CITY UNIVERSITY 

21 ANAVE DORG MARTEN VERGARA UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

22 ANCHETA BRENT MADRID UNIVERSITY OF PANGASINAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : CINEMA 4 Floor : 5TH Room/Grp No. : GRP 5 

Seat Last Name First Name Middle Name School Attended 

No. 

1 ANCIRO ANNE ROSE CORPUZ DE LA SALLE UNIVERSITY-DASMARINAS 

2 ANCOG LOUEN JOY BALILI CENTRAL COLLEGES OF THE PHILIPPINES 

3 ANDAL SHAIRELLE MILLO UNIVERSITY OF THE EAST-MANILA 

4 ANDAYA ALLYSA MAE PANZUELO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 ANDERSON MC RAVEN NHUEL DIMAKILING MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 ANDRADA ANGELIKA FADEROG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 ANDRADA MELJAN LAGDAO QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

8 ANDRADE ANGELOU BETH TIAMZON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 ANDRADE DOLLIE ANN ABRAHAM CAMARINES NORTE STATE COLLEGE-DAET 

10 ANDRADE JAIDE RICK FIESTADA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 ANDRADE JOEY CHANNY UNIVERSITY OF MANILA 

12 ANDRADE JULIENNE RUZELL FERRERA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 ANDRES AIRA MAE VELASCO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 ANDUYAN RENZ BALUGO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 AÑES JULI ANNE CABAÑEROS NEW ERA UNIVERSITY 

16 ANG CAMILLE JOICE GAON NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : GRP 1 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ANG KIM KELLEY ROZOL FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

2 ANG MARIANNE MAE GONZALES POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

3 ANG MIKAELA MAYE BUZON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 ANGALA BLESSLY GRACE UY MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

5 ANGALA JAYSON PASION UNIVERSITY OF LA SALETTE-SANTIAGO 

6 ANGANGAN CLARISSE BALMORES ISABELA STATE UNIVERSITY-ILAGAN 

7 ANGEL FRANCIS JAMES CASCO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 ANGEL HAZEL ANN AZURIN PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

9 ANGELES ALVIN JAN REARTE EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

10 ANGELES ANNE JUSTINE DELA CRUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 ANGELES APRIL JOY CORPUZ SAINT LOUIS UNIVERSITY 

12 ANGELES CHARLES JUSTIN DELA CRUZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

13 ANGELES DANIELLA VELASCO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

14 ANGELES IRAH BITON SOUTHERN LUZON STATE UNIVERSITY-LUCBAN 
(SLPC) 

15 ANGELO JESSA MAY SORIANO ARAULLO UNIVERSITY 

16 ANGEO DANBERT DIGAL DE LA SALLE UNIVERSITY-DASMARIÑAS 

17 ANGLO FRANCES LORRAINE EVANGELISTA BATANGAS STATE UNIVERSITY - ALANGILAN 

18 ANGUE VANESSA MAE MALATE LYCEUM OF THE PHILIPPINES - CAVITE 

19 ANICIETE ANNE KRYSTELL ALIPIO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

20 ANINO WENNIE JOY LEGO UNIVERSITY OF SAN AGUSTIN 

21 AÑO JERVIN CEDRIC PANGILINAN ADAMSON UNIVERSITY 

22 ANONUEVO RON DAVID LANCE SAMACO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

23 ANOS RONALD MASACUPAN DE LA SALLE UNIVERSITY-MANILA 

24 ANSANO MIKA NOLEAL BICOL UNIVERSITY-LEGAZPI 

25 ANTAO JOHN MHAR TAGALUGUIN UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

26 ANTES EMILSON RYAN DOMANOG UNIVERSITY OF THE PHILIPPINES-DILIMAN 

27 ANTIG CHARLENE ANTONIO EMILIO AGUINALDO COLLEGE-DASMARIÑAS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
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Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 
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1 ANTIG JAY ALVIN OGERIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

2 ANTIOJO ADRIAN DE VERA RIZAL TECHNOLOGICAL UNIVERSITY 

3 ANTIOLA RENA JANE TUGAHAN SOUTHERN MINDANAO COLLEGES 

4 ANTIPATIA JUSTIN ELI DALUMPINES FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

5 ANTONIO ACE PORRAS ADAMSON UNIVERSITY 

6 ANTONIO CRIS JAMES MENDOZA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

7 ANTONIO JAYMIE GONZAL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 ANTONIO JOSEPH SAM ACOSTA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

9 ANTONIO NICOLE FABILA ALDERSGATE COLLEGE 

10 ANUB ERICKA CORNEJO EASTERN VISAYAS STATE UNIVERSITY 
(for.LIT)TACLOBAN 

11 ANUDON CARL DANIELLE DUMINDIN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 ANYAYAHAN AUBREY ROSE MARALIT TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 ANYAYAHAN GODFREY JOHN ORTEGA DIVINE WORD COLLEGE OF CALAPAN 

14 APALLA CHRISTIAN BALDOMAR UNIVERSITY OF RIZAL SYSTEM-MORONG 

15 APINADO JAMICA MYRA CARIDAD NEW ERA UNIVERSITY 

16 APLACA FELOMINO JR CANCELLO OUR LADY OF FATIMA UNIVERSITY-PAMPANGA, 
INC 

17 APLOMINA DISSA SAMODIO JOHN PAUL COLLEGE 

18 APOLINAR JENNY REA ESTANIEL FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

19 APOLINARES THEA SOPHIA MANZANAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 APOSTOL CHRISNA CHARO MANUEL CENTRAL LUZON STATE UNIVERSITY 

21 APOSTOL JAMES NHILE SISON SAINT LOUIS UNIVERSITY 

22 APOSTOL MJ SHARAF QUITOG UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

23 APUANG EDITHEL VOLPANE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

24 APULI BON ANDRI HAZ BICOL UNIVERSITY-LEGAZPI 

25 APULI GRECEL AME TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

26 APUYAN KYLA MARIE RAYMUNDO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

27 AQUE ARDIE FERRY UNIVERSITY OF RIZAL SYSTEM-MORONG 

28 AQUE DANIEL VILLAGARCIA CAMARINES NORTE STATE COLLEGE-DAET 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 
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required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 
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premises and to take the licensure examinations. 
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1 AQUIAS CATHERINE VERDIDA PALAWAN STATE UNIVERSITY-P. PRINCESA 

2 AQUINO CHRISTIAN JAMES KLEIN MARQUEZ UNIVERSITY OF THE PHILIPPINES-DILIMAN 

3 AQUINO CONN ULRICH BARLETA UNIVERSITY OF BATANGAS 

4 AQUINO DHANIEL YSABEL BUGAYONG RIZAL TECHNOLOGICAL UNIVERSITY 

5 AQUINO JOHN CRIS CLEMENTE BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

6 AQUINO JOHNDEL BRYAN MARAVILLO UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

7 AQUINO JOYANNAH CLARISSE MAGNO RIZAL TECHNOLOGICAL UNIVERSITY 

8 AQUINO JUDE DAVID MILLET UNIVERSITY OF LUZON (LUZON COLL.) 

9 AQUINO KRISTO FRANZ GILBERT COLILI LYCEUM OF THE PHILIPPINES - CAVITE 

10 AQUINO KYLA MARIE TABONIGAO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

11 AQUINO LEONARD BIALA URDANETA CITY UNIVERSITY (CCU) 

12 AQUINO LEOPOLDO II MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

13 AQUINO LEOPOLDO JR ALVAREZ CENTRAL COLLEGES OF THE PHILIPPINES 

14 AQUINO MARK ANTHONY TUBAY TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

15 AQUINO MARK DANIEL BUSA UNIVERSITY OF PANGASINAN 

16 AQUINO MHAYBE CHESKA LYN MANGUBAT TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

17 AQUINO NELANNE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 AQUINO PATRICIA NICOLE BAES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

19 AQUINO RENZ NELAU RACUYA UNIVERSITY OF THE EAST-MANILA 

20 AQUINO SARAH JANE LOUISE ARTAJOS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

21 AQUINO SCOTTIE ADOLPH ESCREZA ADAMSON UNIVERSITY 

22 ARAHAN FRANCIS HENRIX MOJICA CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

23 ARALES CARLO RAFAEL LORICO UNIVERSITY OF MANILA 

24 ARAMAN DIANA ROSE ENGANIA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

25 ARAÑA JEROME TUDOC COLEGIO DE SAN JUAN DE LETRAN- 
INTRAMUROS 

26 ARANAS SHAIREEN CLAIRE CASTROVERDE DE LA SALLE UNIVERSITY-DASMARIÑAS 

27 ARANETA URIS KIMBLE LIMSE PAMANTASAN NG LUNGSOD NG MAYNILA 

28 ARAÑEZ ELIJAH BRYAN RICTIN EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

29 ARANGUREN MARLO ANTONIO GABRIEL ENAGE DE LA SALLE UNIVERSITY-MANILA 

30 ARANQUE JANINE ALYSSA MARZAN UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

31 ARAOJO ORLANDO II TOMAGAN CATANDUANES COLLEGE 

32 ARBOLEDA JUMAR LAPORTE UNIVERSITY OF NUEVA CACERES 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 
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required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 
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1 ARCALA MARCKIEL CRYS YAP PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

2 ARCANGEL ARGEE CATALAN SAINT LOUIS UNIVERSITY 

3 ARCANGEL GLEN INION TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 ARCANGEL RONNIEL MANAPOL NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

5 ARCANO ANGELA ACOSTA DE LA SALLE UNIVERSITY-MANILA 

6 ARCAY ADRIAN REYES TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

7 ARCE CARMINA ALCANTARA PAMANTASAN NG LUNGSOD NG MAYNILA 

8 ARCE CHRISCHELLE ABARCA UNIVERSITY OF NUEVA CACERES 

9 ARCENAL VINCE LANDER MANGALISAN RIZAL TECHNOLOGICAL UNIVERSITY 

10 ARCENAS GABRIEL CRUZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 ARCENO JULUIS JR ARROYO CAPIZ STATE UNIVERSITY (CIT)(PSPC)-MAIN 
CAMPUS 

12 ARCEO ELLIAH KIM CASTRO HOLY ANGEL UNIVERSITY 

13 ARCILLA ALLIAH GAYLE BOULIVARD TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

14 ARCILLAS LOREAL NICOLE RODRIGUEZ NATIONAL UNIVERSITY-MANILA 

15 ARCILLAS MA CASSANDRA HERMOSA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 ARCINAS CLARK HOWELL ARIBAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

17 ARCUENO MYRA BELASIO UNIVERSITY OF EASTERN PHILIPPINES- 
CATARMAN 

18 ARELLANO ABEGAIL ADEVA DIVINE WORD COLLEGE OF CALAPAN 

19 ARELLANO CHARMAINE PUQUIZ UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

20 ARELLANO JAYKA TADIA UNIVERSITY OF BATANGAS 

21 ARENA LOREN ANNE QUINO RIZAL TECHNOLOGICAL UNIVERSITY 

22 ARENAS ALLEN THOMAS GUEVARRA NEW ERA UNIVERSITY 

23 ARENDAIN DARWIN SAPIO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

24 ARENQUE CARMELO LISAY POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

25 AREVALO RALPH EDSON CARLOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

26 AREVALO RONIWELL NIEL SENA MARINDUQUE STATE COLLEGE-BOAC 

27 ARGANDA JASON GOZUM UNIVERSITY OF RIZAL SYSTEM-MORONG 

28 ARGANDA TOBIAS ANTON VERACRUZ UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

29 ARGEL JESUS III CAPE PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

30 ARGUELLES GLEZY GARGANTILLA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 


SCIENCE & TECHNOLOGY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
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Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
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1 ARGUELLES NICOLE MICHELLE ARCEO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

2 ARGUELLES STEVEN KYLE DAYAWON POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

3 ARGUIDO GYNE ABENGOZA UNIVERSITY OF NUEVA CACERES 

4 ARICHEA LIANNE CIARAN CALALANG COLUMBAN COLLEGE-OLONGAPO CITY 

5 ARIOLA KRIZZA CORTEZ ARAULLO UNIVERSITY 

6 ARIOLA ROGELIO JR ABUSO UNIVERSITY OF MANILA 

7 ARITA JOLISON KENNETH GALVEZ PAMANTASAN NG LUNGSOD NG MAYNILA 

8 ARIZA MA. LAURENCE ALMERINO EASTERN VISAYAS STATE UNIVERSITY 
(for.LIT)TACLOBAN 

9 ARJONA GABRIELLA BERMUNDO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

10 ARLANDO ZERAH CORONADO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

11 ARLEGUI ARLIN GONZALES UNIVERSITY OF THE EAST-CALOOCAN 

12 ARMADA MICHAEL JOHN TOBIAS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 ARMADA SEANDON MIJARES DE LA SALLE UNIVERSITY-MANILA 

14 ARNANTE MARY ROSE LLENO UNIVERSITY OF SAINT ANTHONY 

15 ARON CHRISTINE MARGARETTE ACUESTA SAINT MARY'S UNIVERSITY 

16 ARON JUHANA ROSE RAFOL SURIGAO STATE COLLEGE OF TECHNOLOGY- 
MAIN CAMPUS 

17 ARPAFO MA. ALESSANDRA MEDINA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

18 ARQUIZA JOHN RICHMOND BANDA ADAMSON UNIVERSITY 

19 ARRIOLA IAN BALANAY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 ARRIOLA JEREMIAH NEIL PAMANTASAN NG LUNGSOD NG MAYNILA 

21 ARROGANTE EDELMAR CATANDUANES STATE UNIVERSITY VIRAC 

22 ARROJO RANDY GASPAR UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

23 ARROYO MA. JOYCE DIMATERA UNIVERSITY OF RIZAL SYSTEM-MORONG 

24 ARSENIO KURT MICHAEL QUILATAN UNIVERSAL COLLEGES OF PARAÑAQUE 

25 ARTIAGA ALEXIS SANDOVAL LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

26 ARTIGO JANINE APURADO LICEO DE CAGAYAN UNIVERSITY 

27 ARTILLO EINSTEIN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

28 ARUCAN KERWIN VINCENT QUIETA RIZAL TECHNOLOGICAL UNIVERSITY 

29 ARUTA CATHERINE MAE VALIDA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

30 ARZADON ARJAY SALES UNIVERSITY OF RIZAL SYSTEM-ANTIPOLO 

31 ARZAGA NICCA ANGELIQUE CABIGUEN PALAWAN POLYTECHNIC COLLEGE, INC. 

32 ASERON CLARITA AURORA BAJACAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

33 ASIADO MARICRIS AGAPAY UNIVERSITY OF RIZAL SYSTEM-MORONG 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
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1 ASIDO GERALD PULGA UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

2 ASILO KIM EMMANUEL CHRISTIAN CARINGAL CENTRAL COLLEGES OF THE PHILIPPINES 

3 ASIS PRINCESS JOYCE RANJO NATIONAL UNIVERSITY-MANILA 

4 ASNAWI MOHAMMAD INDASAN SOUTHERN CITY COLLEGES 

5 ASPA JOHN MARC UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

6 ASPA JOHN WILMER MAQUINANA CENTRAL COLLEGES OF THE PHILIPPINES 

7 ASPE FRANCES ANDREI GONZALES ATENEO DE NAGA UNIVERSITY 

8 ASPILLAGA LEANEBETH DELARIMAN UNIVERSITY OF MAKATI 

9 ASPILLERA ERICSSON DOMINIC TEJERO CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

10 ASTO MA. JEANETTE CANLAS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 ASTUDILLO GRACHELLE MARCELINO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

12 ASTURIAS CLOUE FAYE SESPEÑE ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

13 ASUAR CHRISTOPER CUEVAS UNIVERSITY OF BATANGAS 

14 ASUNCION JAYCEE DELA ISLA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

15 ASUNCION JUSTIN MARK REYMAN SAINT LOUIS UNIVERSITY 

16 ASUNCION MAIDELLE BALDOS NATIONAL UNIVERSITY-MANILA 

17 ASUNCION RYE CHARISSE BUGTONG UNIVERSITY OF PANGASINAN 

18 ASUNCION WILFREDO REYES ARAULLO UNIVERSITY 

19 ASWIGUI LIMBERT LUMIDAO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

20 ATAD CHRISTIAN QUIMADO PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

21 ATENDIDO AICA MONTERICO POLYTECHNIC UNIVERSITY OF THE 


PHILIPPINES-MAIN-STA. MESA 
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1 ATENDIDO JOSIL-KAYE SABIDURIA NATIONAL UNIVERSITY-MANILA 

2 ATENTAR JAN RONELLE SANCHO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 ATIENZA ITIEL JAY ATIENZA BATANGAS STATE UNIVERSITY - ALANGILAN 

4 ATIENZA JAY MARK SANCHEZ DIVINE WORD COLLEGE OF CALAPAN 

5 ATIENZA KLEINELYN DATINGUINOO CENTRAL COLLEGES OF THE PHILIPPINES 

6 ATIENZA MEL NORELYN ALCAYDE UNIVERSITY OF BATANGAS 

7 ATIENZA PRINCESS DIANNE MARQUEZ UNIVERSITY OF BATANGAS 

8 ATIENZA REGALADO DE CASTRO WESTMEAD INTERNATIONAL SCHOOL 

9 ATIENZA VINCE AARON TABAGO ADAMSON UNIVERSITY 

10 ATILANO JAMES CHRISTIAN QUAN UNIVERSITY OF THE PHILIPPINES-DILIMAN 

11 ATILANO KRIZZA MAE ESPAÑOLA JOHN PAUL COLLEGE 

12 ATILLANO GABRIEL ALEXIS LUAYON POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 ATILLEDO CHONA MAE SIBUGAN FELLOWSHIP BAPTIST COLLEGE 

14 ATIS MELKY ZEDECK FERNANDEZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 AUGIS JOERIE MAE SAGARINO UNIVERSITY OF THE EAST-MANILA 

16 AURELIO DANIEL ALEXANDER TIOZON DE LA SALLE UNIVERSITY-MANILA 

17 AUSA ANJIELO PADON SAINT JOSEPH'S COLLEGE-MAASIN 

18 AUSMOLO LYZEL LOPEZ NATIONAL UNIVERSITY-MANILA 

19 AUSTERO HANZ RAJIV DELA CRUZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

20 AUSTRIA GABRIEL III MORALES MANUEL L. QUEZON UNIVERSITY 

21 AUSTRIA KIRK CHRISTIAN LIM TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 6 Floor : 5TH Room/Grp No. : GRP 4 

Seat Last Name First Name Middle Name School Attended 

No. 

1 AUSTRIA MAC WILLIAM BERNARDINE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 AUSTRIA VHAN FRANCIS GONZALES BATAAN PENINSULA STATE UNIVERSITY-MAIN 


CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 


3 AVANCENA JASON RAY NOLLEDO UNIVERSITY OF SAN AGUSTIN 

4 AVANZADO MA. JOZELLE REYES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

5 AVELLANA JOSHUA NONITO VILLAFUERTE ATENEO DE NAGA UNIVERSITY 

6 AVELLANO JOELLE MARIE PRUDENTE NATIONAL UNIVERSITY-MANILA 

7 AVENIR CHRISTIAN MARK CONDES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 AVENO MARLOWE PRAYCO NATIONAL UNIVERSITY-MANILA 

9 AVES LEMUELE IAN CLEMENTE DE LA SALLE UNIVERSITY-DASMARINAS 

10 AVILA ANTHONY JAMES CAGAOAN COLEGIO DE SAN JUAN DE LETRAN- 
INTRAMUROS 

11 AVILA JAMES COBY BACAS TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

12 AVILA RAYMUND ANTHONY CAGAOAN COLEGIO DE SAN JUAN DE LETRAN- 
INTRAMUROS 

13 AVILA VANESSA SANCAJO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 AVILES ELDRIN MANDAPAT UNIVERSITY OF THE EAST-MANILA 

15 AVISO RAY MART SANTOS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

16 AVITO PAULO GERALD RAMIREZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

17 AWA-AO JHAN CHRISTIAN AÑO EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

18 AWID JHENY SILAGAN UNIVERSITY OF BATANGAS 

19 AYES GLYDELINE PELAGIO LYCEUM OF THE PHILIPPINES - CAVITE 

20 AYOB SHANIA ELYNE TABIOS PAMANTASAN NG LUNGSOD NG MAYNILA 

21 AYONG NUR JIBRYLL LUMABO SOUTHERN MINDANAO COLLEGES 

22 AYTIN NELCIE JOY SELORIO PAMANTASAN NG LUNGSOD NG MAYNILA 

23 AYUSO ANGELYN MAY ORTIZ NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

24 AZADA JOHN PAUL PERILLO ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

25 AZARES JUSIEL CAPINIG BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

26 AZUR LEO MARI HERMOSO CENTRAL COLLEGES OF THE PHILIPPINES 

27 AZURIN JARED BRAX AQUINO UNIVERSITY OF SANTO TOMAS 

28 BABAEL MA. THERESA YAPE UNIVERSAL COLLEGES OF PARANAQUE 

29 BABASA DEAN JOSHUA BRUCE STA. TERESA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

30 BABIERA CELESTE ADAN PAMANTASAN NG LUNGSOD NG VALENZUELA 

31 BABIERA RHENCEL MANDIGMA BATANGAS STATE UNIVERSITY - ALANGILAN 

32 BACANI REY MARVIN MORENO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

33 BACARES ABELARDO JR FERNANDEZ PARTIDO STATE UNIVERSITY-(GOA)GAO 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the sxaminatiogys 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : AYALA MALLS, MANILA BAY 
Address : DIOSDADO MACAPAGAL BLVD., COR ASEANA AVE., PARANAQUE CITY 


Building : CINEMA 6 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 5TH 
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Room/Grp No. : GRP 5 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BACAT MARVIN MAUSISA UNIVERSITY OF BOHOL 

2 BACAY HANNAH ARAMBURO MANUEL L. QUEZON UNIVERSITY 

3 BACOL MA PAULINE AVISO DE LA SALLE UNIVERSITY-DASMARINAS 

4 BACORRO NICOLE ORIAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 BACSAFRA CYROME BALLESTEROS LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

6 BACSARSA JOSHUA PANALIGAN COLEGIO DE MUNTINLUPA 

7 BACULA JOVIE DEVILLENA ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

8 BACULIO JEFFERSON LAGUTIN CAPITOL UNIVERSITY (for.CAGAYAN CAPITOL 
COLL.) 

9 BACUNAWA JOSHUA LIBAO BATANGAS STATE UNIVERSITY - ALANGILAN 

10 BACUS BERNARD CODOG RIZAL TECHNOLOGICAL UNIVERSITY 

11 BADAGUAS MARIA CRISTINA REGONDOLA UNIVERSITY OF NUEVA CACERES 

12 BADILLA VIENCE PHILIP GENER PALAWAN POLYTECHNIC COLLEGE, INC. 

13 BADUA CARLITOS PANDINO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

14 BAE JEI LEA MARI CASILISILIHAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 BAENA ARIANNE TORRES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 BAEZ ANA LORAINE DUNGCA BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

17 BAGABALDO FERNANDO GUMOP-AS COLEGIO DE MONTALBAN(FOR PAMANTASAN 
NG MONTALBAN) 

18 BAGADIONG ALYANA JAYA ABERING FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

19 BAGADIONG LIAN ABUNDANCIA CATANDUANES STATE UNIVERSITY VIRAC 

20 BAGALAY PAMELA JHONACEL GACO CENTRAL LUZON STATE UNIVERSITY 

21 BAGANG CRYSTAL JADE AÑONUEVO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

22 BAGON ANGEL LYN GARCIA UNIVERSITY OF BATANGAS 

23 BAGTAS GABRIEL AIRON CABIGAO UNIVERSITY OF THE EAST-CALOOCAN 

24 BAGUIO THYRA MANAOG UNIVERSITY OF SAINT ANTHONY 

25 BAGUISA GIO YSRAEL ESQUIVEL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

26 BAHINTING MARK ANGELOU CORAZA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

27 BAILADO GIEZEL JHING MASINADIONG DAVAO ORIENTAL STATE COLLEGE OF 
SCIENCE & TECHNOLOGY 

28 BALABA SHAIRA MARIE MELENDEZ SAINT LOUIS UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : AYALA MALLS, CLOVER LEAR 
Address : A. BONIFACIO AVE., BGY. BALINGASA, QUEZON CITY 


Building : CINEMA 3 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 4TH 


Page 24 of 303 


Room/Grp No. : GRP 1 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BALABBO JOSELLE DATUL UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

2 BALABBO MA. CLARISSE ALYSSA MANLANGIT TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 BALACE JOVY JOSEPH SANTOS UNIVERSITY OF MANILA 

4 BALADIANG JERIC LABRADOR CENTRAL COLLEGES OF THE PHILIPPINES 

5 BALAGOT ALVIN SERVANIA SAINT LOUIS COLLEGE OF SAN FERNANDO 

6 BALAGOT KRISTIAN REY CINCO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 BALAGTAS ANTHONY PASCUAL BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

8 BALAJADIA ANGEL MAE TABLAZON NEW ERA UNIVERSITY 

9 BALANA BRYAN JAMES LIMOCON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 BALANAY SHANE GLORY VICERRA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

11 BALANCIO MAITY CRISTEL BALADAD FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

12 BALANON JELOU BALANGUE SAINT LOUIS COLLEGE OF SAN FERNANDO 

13 BALANQUIT ABEGGEL IDIAN UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

14 BALANZA FENNY ROSE PEDROZO UNIVERSITY OF LUZON (LUZON COLL.) 

15 BALAORO FITZ CHRISTIAN KYLE ECHALUCE UNIVERSITY OF THE EAST-MANILA 

16 BALAORO RANNIE CANTONJOS TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

17 BALAQUI MARK JOSEPH ORENCIA SAINT LOUIS UNIVERSITY 

18 BALAQUIT BRYAN KENNETH DE VERA UNIVERSITY OF MANILA 

19 BALATUCAN RAYMART ESPINOSA SOUTHERN BICOL COLLEGES 

20 BALAUAG AYA NIKKI AMBAT CENTRAL COLLEGES OF THE PHILIPPINES 

21 BALAYO JOHN BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

22 BALBALOSA JHON MAR GARCIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

23 BALBASTRO KRISTINE MAE BATHAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

24 BALCITA BALTAZAR III MANGAOANG TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

25 BALCOS PATRICIA ODULIO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

26 BALDAGO MEGALYN MANALUS DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

27 BALDERA ROBERT JOSHUA MESANA DIVINE WORD COLLEGE OF CALAPAN 

28 BALDERAS BEVERLY ROSA ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

29 BALDEVIA RHENZ HEIDZECK SAMONTE UNIVERSITY OF THE EAST-CALOOCAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : AYALA MALLS, CLOVER LEAR 
Address : A. BONIFACIO AVE., BGY. BALINGASA, QUEZON CITY 


Building : CINEMA 3 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 4TH 


Page 25 of 303 


Room/Grp No. : GRP 2 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BALDEVISO JEWELL INGRID BADI UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

2 BALDOMAR JOHN CEDRICK MATOBATO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 BALDOMERO LAWRENCE TORRES CATANDUANES STATE UNIVERSITY VIRAC 

4 BALDOZA MARK KEVIN FABOL RIZAL TECHNOLOGICAL UNIVERSITY 

5 BALEÑA YRL JUSTIN DE GUIA UNIVERSITY OF MAKATI 

6 BALENDEZ MELMAR JAY PIEDAD TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 BALICANTA MARC ANTHONY VERGEL DE DIOS BALIUAG UNIVERSITY (BALIUAG COLLEGES) 

8 BALILI JASON ARTEMIS VICENTINO NEW ERA UNIVERSITY 

9 BALILING DYEAH SHIN AGUSTIN SAINT LOUIS UNIVERSITY 

10 BALIN MARJORIE LUZA PARTIDO STATE UNIVERSITY-(GOA)GAO 

11 BALINADO MAVERICK UMALI BATANGAS STATE UNIVERSITY - ALANGILAN 

12 BALINGIT DENZEL PAULO MOSQUERA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

13 BALINGIT JAYCEE DELGADO OUR LADY OF FATIMA UNIVERSITY-PAMPANGA, 
INC 

14 BALION ZESTLEEN MENDARO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

15 BALISI KARL HERVIE CALABIA LAGUNA COLLEGE 

16 BALITON MARK ANTHONY FORTIN PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

17 BALIZA PAULA CLARISSE EVANGELISTA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 BALLANO SHERNALYN PARICA CENTRAL LUZON STATE UNIVERSITY 

19 BALLESTEROS KENNETH IVAN ERISPE UNIVERSITY OF THE EAST-MANILA 

20 BALLESTEROS LEONARD WENDELL ALEJO ISABELA STATE UNIVERSITY-ILAGAN 

21 BALMADRID BENJO CAMACHO CATANDUANES STATE UNIVERSITY VIRAC 

22 BALOBALO MARIA JEIADA BELENO UNIVERSITY OF NUEVA CACERES 

23 BALODONG ROEY JOHN AGAPITO PALAWAN STATE UNIVERSITY-P. PRINCESA 

24 BALOFINOS MARK JAYSON LINGA DIVINE WORD COLLEGE OF CALAPAN 

25 BALOLOY CHARLENE DENISE MALABRIGO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

26 BALTAZAR DIANA MARIE RELUCIO CENTRAL LUZON STATE UNIVERSITY 

27 BALTAZAR KARLA EQUEZA RIZAL TECHNOLOGICAL UNIVERSITY 

28 BALTAZAR MIGUEL ANGELO ACEVEDA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

29 BALUBAR JAMES RIGS BUMANGLAG EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 


SCIENCE & TECHNOLOGY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : AYALA MALLS, CLOVER LEAR 
Address : A. BONIFACIO AVE., BGY. BALINGASA, QUEZON CITY 


Building : CINEMA 3 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 
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4TH Room/Grp No. : GRP 3 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BALUTE EDDIE BOY SABENIANO CATANDUANES STATE UNIVERSITY VIRAC 

2 BALUYOT ALEX BONDOC ASIA PACIFIC COLLEGE OF ADVANCED 
STUDIES 

3 BALUYOT MAIDY ISABEL HIPOLITO TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

4 BALUYOT MARVIN VILLAFLOR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 BALUYOT RAIN ROSE MARTINEZ UNIVERSITY OF THE EAST-MANILA 

6 BALUYOT ROSE JADE LIPATA UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

7 BALUYOT RUSSEL ADLAO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 BALUYUT CHRISELL LACANLALE DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

9 BALUYUT KAREN ANTONETH GUECO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

10 BALUYUT NEHEMIAH ONGTANGCO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

11 BALUYUT NORIEL DAYRIT DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

12 BAMBALAN XYRUM KEN MAÑOZO RIZAL TECHNOLOGICAL UNIVERSITY 

13 BANAAG MICHAEL ANTHONY SANTOS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 BAÑAGA ARIES FAITH LOMBOY SAINT MARY'S UNIVERSITY 

15 BAÑAGA CAMILLE ORTEGA CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

16 BAÑARES JANNA SALVAHAN UNIVERSITY OF THE EAST-CALOOCAN 

17 BANCIFRA CHRISTOPHER VILLANUEVA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 BANDAGOSA LA ARNIE HERMOSO CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

19 BANDAYREL MA. CRISSA BINESSE JUSAYAN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

20 BANDIOLA AR JAY DE LEON PHILIPPINE CENTRAL ISLANDS COLLEGE 

21 BAÑES AIRA MARIE JADERA RIZAL TECHNOLOGICAL UNIVERSITY 

22 BAÑEZ JEROME TENEZA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

23 BAÑEZ MARK JAYSON BUBAN BICOL UNIVERSITY-LEGAZPI 

24 BANGAN LEODEGARIO TUMALIUAN ISABELA STATE UNIVERSITY-ECHAGUE 

25 BANGCAYA VINA KRISTI LAGRIMOSA UNIVERSITY OF NEGROS OCCIDENTAL- 
RECOLETOS 

26 BANGUILAN ROMNICK MAGAOAY SAINT MARY'S UNIVERSITY 

27 BANOG AUDREY GONOON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

28 BANOGBANOG CHRISTIAN JAY CASTRO RIZAL TECHNOLOGICAL UNIVERSITY 

29 BANQUIAO KATHLEEN MAE REGIDOR NEW ERA UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : AYALA MALLS, CLOVER LEAR 
Address : A. BONIFACIO AVE., BGY. BALINGASA, QUEZON CITY 


Building : CINEMA 3 


MANILA 


CIVIL ENGINEER 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 BANTAD CHRISTINE JOY RIVEL SAINT LOUIS UNIVERSITY 

2 BANTAYAN ALYSSA BABES MUJAR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 BANTIGUE KARLOS KEIHAN URGELLES CENTRAL COLLEGES OF THE PHILIPPINES 

4 BANTILAN JHON RAY SANTA MARIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 BANTILAN JONLES SOMBRIO DAVAO ORIENTAL STATE COLLEGE OF 
SCIENCE & TECHNOLOGY 

6 BANTILLO ANGELINE DE GUZMAN BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

7 BANTOG JAY RODRIGUEZ PARTIDO STATE UNIVERSITY-(GOA)GAO 

8 BANTOTO JOSEPH UNIVERSITY OF MANILA 

9 BANTUAS FAISAL BANTUAS PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

10 BANTUAS RAIHANA MARABONG TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

11 BAQUIRAN JAY VINCENT UY ADAMSON UNIVERSITY 

12 BAQUIRAN MARJORIE SUNI ISABELA STATE UNIVERSITY-ECHAGUE 

13 BARABAD RANZEL CAPARAS UNIVERSITY OF MANILA 

14 BARAERO KARL WENDELL AVECILLA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

15 BARANDON KIM BRUSAS CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

16 BARAQUIEL ALLEN DAVID OCTA ATENEO DE NAGA UNIVERSITY 

17 BARAYOGA NOEMIE REMOL UNIVERSITY OF MANILA 

18 BARBA BEA MILLEN VELARDE FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

19 BARCELON ANGELICA MARIE AVILES UNIVERSITY OF THE EAST-CALOOCAN 

20 BARCELONA NORMAN VILLANUEVA LYCEUM OF APARRI 

21 BARCENA MARK CHRISTIAN BATTALAO ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

22 BARDINAS MARY QUEEN MERCOLESIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

23 BARENG LEONARD DIEGO QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

24 BARICAN MIGUEL ROSS ENRIQUEZ BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

25 BARING JOVEN BUNGO DR. EMILIO B. ESPINOSA SR. MEMORIAL 
AGRICULTURAL COLLEGE 

26 BARIS JOHN-MEL BOURNE CATORES QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

27 BARIT KENNETTE JOSHUA CRISTOBAL ISABELA STATE UNIVERSITY-ECHAGUE 

28 BARJA RHONEL EJERCITO ADAMSON UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 BARLIS GARY LAURENCE JR CUEVAS UNIVERSITY OF RIZAL SYSTEM-MORONG 

2 BARNACHEA MARK ANTHONY CHAN UNIVERSITY OF THE EAST-CALOOCAN 

3 BARONA JERALD AARON DETOON VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

4 BARONIA JOHN RAMESES MANGCO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

5 BARONIA RHEA MAE GINEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 BARQUIN RODOLFO JR RELADO UNIVERSITY OF THE EAST-MANILA 

7 BARRAMEDA JADE CHRISTIAN AQUINAS UNIVERSITY 

8 BARRAMEDA JOHN JOSHUA BAEZA NAGA COLLEGE FOUNDATION 

9 BARRAQUIO TRICIA CLAIRE PANOPIO WESTMEAD INTERNATIONAL SCHOOL 

10 BARRATO ALJAN LEILORD VEDANA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 BARRETO MERIAM EDEN FERNANDEZ UNIVERSITY OF MANILA 

12 BARRIENTOS MARY ROCHELLE EMEN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 BARRIENTOS SHERWIN AGUIRRE SULTAN KUDARAT STATE UNIVERSITY- 
TACURONG 

14 BARRION HAZEL DECILLO LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

15 BARRION MARK LESTER GONZALES LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

16 BARRIOS ANNA JUSTINE FETALCO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

17 BARRIOS JAZER ORETA PAMANTASAN NG LUNGSOD NG MAYNILA 

18 BARRIOS JORDAN ALLEN PARLAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 BARRIOS PAULINE JOY WESTERN INSTITUTE OF TECHNOLOGY 

20 BARRO CHINA ALEXIS FELONIA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

21 BARROGA IELLMAR ISAGANI GARCIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

22 BARROGA JOHN CARL ALUIT UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

23 BARROSO ROZIEL ANNE RAVELO UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

24 BARROZO MARY JANE LOPRES EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

25 BARTOLOME MARIAH SHANIA UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

26 BARTOLOME STEPHANIE MAE VEGA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

27 BARUELO PAMELA THALIA GARCIA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

28 BAS HARVEY SAPUL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

29 BASA JESSICA ALEXIS LAURETA UNIVERSITY OF MAKATI 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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MANILA 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 BASA YSOBELLE ANNE PACSON UNIVERSITY OF THE EAST-CALOOCAN 

2 BASCO ANJELYKA TORRE DIVINE WORD COLLEGE OF CALAPAN 

3 BASCO DARRELL MANABAT HOLY ANGEL UNIVERSITY 

4 BASCON ANGELO CECILIO MANUEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 BASCON MEL IDRYX CAPARAS DIVINE WORD COLLEGE OF CALAPAN 

6 BASCONCILLO JOMARI MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

7 BASCUGUIN JOHN MARK AQUINO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 BASCUGUIN NEIL JOHN PLATA CENTRAL COLLEGES OF THE PHILIPPINES 

9 BASIERTO MARY JUDITH CUI NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

10 BASILAN ALJON MASAPOL LAGUNA COLLEGE 

11 BASILAN ANDREW LESTER MENDOZA MANUEL L. QUEZON UNIVERSITY 

12 BASILIO DARREN JERMIE DIONISIO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

13 BASILIO JASON PABITO URDANETA CITY UNIVERSITY (CCU) 

14 BATAC JOHN ANDREI MEDINA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

15 BATALLA RYAN GARCIA PAMANTASAN NG LUNGSOD NG VALENZUELA 

16 BATAN ANGELICA ANDOG ANDRES BONIFACIO COLLEGE 

17 BATANGANTANG JUDD NAYLE UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

18 BATARAO LEZTER LUISITO JR PAÑER ADAMSON UNIVERSITY 

19 BATHAN MARIANNE TERESA AGAPITO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 BATICA COLEEN BAYARONG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

21 BATILES VINCENT BERT MALINAO UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

22 BATOALI FAHAD AMBOL LAKE LANAO COLLEGE, INC. 

23 BATONGBAKAL MIYA TABANG PALAWAN STATE UNIVERSITY-P. PRINCESA 

24 BATUIGAS KERBI ISRAEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

25 BATURIANO KARL JOSHUA QUIRINO UNIVERSITY OF SANTO TOMAS 

26 BATUTAY JOHN BON JOVI CAPISTRANO LYCEUM OF THE PHILIPPINES - CAVITE 

27 BAUDILLO PRINCESS LESLIE YANES PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

28 BAULA ROMEO JR AYUBAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

29 BAULA YARAH GUARINO EASTERN SAMAR STATE UNIVERSITY- 


BORONGAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 BAUTISTA ARDJEF AIVAN SARMIENTO RIZAL TECHNOLOGICAL UNIVERSITY 

2 BAUTISTA ARVIN KYLE ALVAREZ EMILIO AGUINALDO COLLEGE-DASMARINAS 

3 BAUTISTA BLESSIMAE LAVARIAS NATIONAL UNIVERSITY-MANILA 

4 BAUTISTA CHRISTINE JEWELL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 BAUTISTA CHRISTINE NULLAR SAINT LOUIS COLLEGE OF SAN FERNANDO 

6 BAUTISTA DIANA MARIE REYES UNIVERSITY OF RIZAL SYSTEM-MORONG 

7 BAUTISTA JAN REAVEN BALILA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 BAUTISTA JIO MARTIN SASON UNIVERSITY OF THE EAST-MANILA 

9 BAUTISTA JOHN BRYAN BAQUE UNIVERSITY OF SANTO TOMAS 

10 BAUTISTA JOHN CARLO CHANTENGCO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 BAUTISTA JONALD BANTILLO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

12 BAUTISTA JORLEY POSADAS UNIVERSITY OF THE EAST-CALOOCAN 

13 BAUTISTA JULIO PAOLO LOPEZ MANUEL L. QUEZON UNIVERSITY 

14 BAUTISTA MA XENAH IDA EASTERN SAMAR STATE UNIVERSITY-GUIUAN 
CAMPUS 

15 BAUTISTA MA. JAMAICA PEARL MACASPAG MANUEL L. QUEZON UNIVERSITY 

16 BAUTISTA MARC JEFFERSON SIMUNDO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 BAUTISTA MARIEJUNE MARIELLE GAFFUD UNIVERSITY OF LA SALETTE-SANTIAGO 

18 BAUTISTA MARK RENIELLE NUESCA UNIVERSITY OF SANTO TOMAS 

19 BAUTISTA MARY ANGELA REYES DIVINE WORD COLLEGE OF CALAPAN 

20 BAUTISTA PAUL JOHN RICH TADIOS UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

21 BAUTISTA RIZA SAGO ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

22 BAUTISTA SHERWIN WILLIAM MARTICIO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

23 BAUTISTA ZYKIE AZENITH OLIVIANO SAINT LOUIS UNIVERSITY 

24 BAUZA SEAN JEISENBURG TUAZON FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

25 BAWAG WILTER PAUL DE LA FUENTE NEW ERA UNIVERSITY 

26 BAWAR SHEMARIAH GWEN TOLEDO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

27 BAYAD IVY KARYLL DE LA CRUZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

28 BAYANI NORIEL CABRERA LYCEUM OF THE PHILIPPINES - CAVITE 

29 BAYAONA AIRIES EWANGAN NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 


BAYOMBONG 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 
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1 BAYARONG JOHN PATRICK DEPILLO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 BAYAS MERENELLE SAAVEDRA LYCEUM OF THE PHILIPPINES - CAVITE 

3 BAYGAR ROSE GARBO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 BAYLA BERNARD DOMINGO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 BAYLE ALLYSSA JUCEL BENIGNO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 BAYLON MER TENOSO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

7 BAYLOSIS JOEY ALUPIT TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 BAYOS LESTER VERANO CATANDUANES STATE UNIVERSITY VIRAC 

9 BAYOT JEREMIAH BACOS LYCEUM OF THE PHILIPPINES - CAVITE 

10 BAYQUEN HAZLEIGH BONA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

11 BAYSAN ARA MAY AUSTRIA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

12 BAZON LIZETTE DELIMA RIZAL TECHNOLOGICAL UNIVERSITY 

13 BEATO CYRINE CHRISTINE CUNDANGAN EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

14 BEBILONE ROLAND BERNAL ADAMSON UNIVERSITY 

15 BEGUAS GHIL VINCENT CERALDE UNIVERSITY OF PANGASINAN 

16 BEJELICA GIZELLE ANN MARTIN PAMANTASAN NG LUNGSOD NG VALENZUELA 

17 BEJER PLATOON NICART TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 BEJOSANO RONALDO ANGELLO NADALES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 BELEN ALDRIN KONRAD LOZANO AURORA STATE COLLEGE OF TECHNOLOGY 

20 BELEN CINDY MAGPANTAY UNIVERSITY OF BATANGAS 

21 BELEN JOHN ADRIAN LEJOS EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

22 BELEN TOM JOHN BELEN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

23 BELGICA RANDY DOLORES UNIVERSITY OF NUEVA CACERES 

24 BELLO HEIDEE IBALIO NEW ERA UNIVERSITY 

25 BELMONTE JELYN KARLA ALCANTARA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

26 BELONG MARIAH CAMILLE CASTILLO MARIANO MARCOS STATE UNIVERSITY-BATAC 

27 BELTRAN NOWEL TEÑOSO UNIVERSITY OF LA SALETTE-SANTIAGO 

28 BELVIATURA RONALEN EGCOL PALAWAN POLYTECHNIC COLLEGE, INC. 

29 BEÑAS ROXETTE JOY VALENZUELA ABRA STATE INST. OF SCIENCE & TECH.(ABRA 


IST)-BANGUED 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 BENAVENTE MONICA ABANES CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

2 BENEDICTO DEAN CARL CENTRAL COLLEGES OF THE PHILIPPINES 

3 BENEDICTO HAZEL JOYCE MONTOYA UNIVERSITY OF BATANGAS 

4 BENEDICTO JOHN RECK TALDE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

5 BENEDICTO JORGE RYAN SALVACION UNIVERSITY OF SANTO TOMAS 

6 BENEDICTO MARJORIE ROMA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

7 BENIEGAS JOED MICHAEL FORNESTE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

8 BENIPAYO ALGINETTE NOOL RIZAL TECHNOLOGICAL UNIVERSITY 

9 BENITEZ JONATHAN CAUDILLA ATENEO DE NAGA UNIVERSITY 

10 BENITEZ KIM MORALES POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

11 BENOSA ABEGAIL ESTRELLA CAPIZ STATE UNIVERSITY (CIT)(PSPC)-MAIN 
CAMPUS 

12 BENOSA EDARLECH DANNE ARGAMOSA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 BENTOY CRYSTAL LYN REQUITA EASTERN VISAYAS STATE UNIV. (FOR. L.I.T.)- 
ORMOC CAMPUS 

14 BERCADES CRYSTAL MAE LOPEZ CAPIZ STATE UNIVERSITY (CIT)(PSPC)-MAIN 
CAMPUS 

15 BERCADEZ NICOLE DUFNEY LAZARO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 BERDIN ERIKA DANIELLE MARGAREJO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 BERGADO CRISDEE ANNE MARCELO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 BERGAS ANNIE MAE BAGUINAON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 BERGONIA DAVE CHRISTIAN SAN PASCUAL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 BERIN TRISTAN CORDEZ UNIVERSITY OF THE EAST-CALOOCAN 

21 BERINA KIMBERLY MONTE CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

22 BERMAS ROLLY BAYONITO AQUINAS UNIVERSITY 

23 BERMAS SENEN VI VIDAL ATENEO DE NAGA UNIVERSITY 

24 BERMAS SHARINA ROSALES EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

25 BERMIDO LESTER AVE DEJOLDE CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

26 BERMUDEZ ELMAR DALE BIGCAS RIZAL TECHNOLOGICAL UNIVERSITY 

27 BERMUDO CHARLES ANDREW BORROMEO ATENEO DE NAGA UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 BERNABE APHRODITE REYES NEW ERA UNIVERSITY 

2 BERNABE CATHEEH JOY SUBIA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

3 BERNABE MA. FRANCHEZKA CABALLES UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

4 BERNABE MARY ROSE ANN GARCIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 BERNABE NIEL RANZEL PENEYRA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

6 BERNABE TRACY MAE GERONIMO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

7 BERNADIT ROBERT ESTRELLES UNIVERSITY OF THE EAST-CALOOCAN 

8 BERNAL ANA MARIE SANCHEZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

9 BERNAL GLENNZON DE LEON WESTMEAD INTERNATIONAL SCHOOL 

10 BERNAL MA. KAIRA JOVES BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

11 BERNAL REYCHEL LAZARTE CENTRAL COLLEGES OF THE PHILIPPINES 

12 BERNAL VHERLYN KAYE OBSIOMA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

13 BERNALES ERICKA GALLON RIZAL TECHNOLOGICAL UNIVERSITY 

14 BERNARDINO CARL DANIEL PAMANTASAN NG LUNGSOD NG MAYNILA 

15 BERNARDINO DANILO JR BORJA RIZAL TECHNOLOGICAL UNIVERSITY 

16 BERNARDINO ROSE DAIANNE DEL CARMEN ADAMSON UNIVERSITY 

17 BERNARDINO WILYZZA DIMPLE BAYANI ADAMSON UNIVERSITY 

18 BERNARDO JAHN JAYVEE DURAN BALIUAG UNIVERSITY (BALIUAG COLLEGES) 

19 BERNARDO JOHN JUSTIN TAYAO OUR LADY OF FATIMA UNIVERSITY-PAMPANGA, 
INC 

20 BERNARDO KATHRYNE RAMOS TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

21 BERNAS TRISHA ANGELINE CUARESMA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

22 BERNEDO RAMESSES JESUS JR GUESE DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

23 BERONGOY BIEN JOSHUA ENANO UNIVERSITY OF RIZAL SYSTEM-MORONG 

24 BERTOLDO CYRUS JOHN MACARAEG UNIVERSITY OF RIZAL SYSTEM-MORONG 

25 BERTULFO MARIA DOLORES GARDE PARTIDO STATE UNIVERSITY-(GOA)GAO 

26 BESTUDIO GILBERT MACABENTA NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

27 BETEZ GENIUS ESGUERRA TECHNOLOGICAL UNIVERSITY OF THE 


PHILIPPINES-TAGUIG 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 BEZA JAN NICHOLAS MONZON DE LA SALLE UNIVERSITY-MANILA 

2 BIACO IRAH ELOISA BUNALES ADAMSON UNIVERSITY 

3 BIBANCO SIERRA LOENE DONATO UNIVERSITY OF PANGASINAN 

4 BIBON JERAHMIE JARDIN PALAWAN STATE UNIVERSITY -SAN RAFAEL 

5 BICALDO JONAH AUDRIC AMADO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

6 BICALDO MICAH LAFUERTE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 BICERA ACEZEL FAYE BORBE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

8 BIEN JOHN PAUL RECTO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

9 BIENDIMA GLENN DIAZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 BIETE RHONEL CLORES MANUEL L. QUEZON UNIVERSITY 

11 BIGORNIA KAZANDRA LOIS GAPAS BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

12 BIHASA CEE JAY RUTAQUIO AURORA STATE COLLEGE OF TECHNOLOGY 

13 BIHASA KRIZZA JOYCE AGUILON AURORA STATE COLLEGE OF TECHNOLOGY 

14 BILGERA CALIL ANGELIE MEDRANO ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

15 BILGERA LAICA JANE MARCELO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

16 BILLONES ROMMEL MONTOYA EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

17 BILLONES VERONICA PILI POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

18 BILLOTE JAN MICHAEL MIRANDA SAINT LOUIS UNIVERSITY 

19 BILOG KEIRON JOSHUA MEDRANO ISABELA STATE UNIVERSITY-ECHAGUE 

20 BILOG RONALD SABADO SAINT LOUIS COLLEGE OF SAN FERNANDO 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : AYALA MALLS, CLOVER LEAR 
Address : A. BONIFACIO AVE., BGY. BALINGASA, QUEZON CITY 


Building : CINEMA 5 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 4TH 


Page 35 of 303 


Room/Grp No. : GRP 4 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BILOLO JAYMEE ROSE MARBELLA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

2 BINALAY JAN WESTLER TAGUBA ISABELA STATE UNIVERSITY-ECHAGUE 

3 BINAS JOSHUA OCAMPO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

4 BINONDO IRVIN LESTER DATO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 BINONDO RICHMOND BECHAYDA UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

6 BINUYA PATRICK ANGELO HERRERA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

7 BISA ROI AARON BENLAYO CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

8 BISARES XYRELLE MARIE BARCENA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

9 BISCOCHO ROYELL CRIS PUEBAS EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

10 BISIG MARC DAVID SAYAGO NEW ERA UNIVERSITY 

11 BISMAR JUSTINE PAUL BAGALANON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 BISNAR JULITO JR. DEDAL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 BITANG JAN MARK MACATIGBAC WESTMEAD INTERNATIONAL SCHOOL 

14 BITONG PATRICIA MAY CHICOTE UNIVERSITY OF RIZAL SYSTEM-MORONG 

15 BITOON MARK DOMINIC BERNALDEZ TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

16 BLANCO ANGELA YSABELLE BAÑOLA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

17 BLANCO JHEROLD TAMAYO PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

18 BLANCO MELISSA SORNO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 BLANCO RINA ROSE MAGBOO ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

20 BLANQUERA CHASTINE TARONG UNIVERSITY OF SANTO TOMAS 

21 BLANZA JEZZA MAGADIA ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

22 BLAS CHRISTIAN JB NAVARRO ADAMSON UNIVERSITY 

23 BLASURCA JOWELL NAIRON GONZALES DE LA SALLE UNIVERSITY-DASMARINAS 

24 BO BABELYN AVILES SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

25 BO KAREN CRISTLE BARIZO DIVINE WORD COLLEGE OF LEGAZPI 

26 BO PAOLO ALBERTO ONATE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

27 BOADO ERVIN JAMES CALMA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
MANILA 
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APRIL 23 - 24, 2023 
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School : CENTRAL COLLEGES OF THE PHILIPPINES 


Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-PR Floor : 3RD Room/Grp No. : 308 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BOADO MA BEATRICE DOMER MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

2 BOBIS BRANDON TALACSAN CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

3 BOCOBO JIMMA AGLOSOLOS UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

4 BODONIA ERIC SANTOS MANUEL L. QUEZON UNIVERSITY 

5 BOLANOS KARLA LIZETTE BINUYA PAMANTASAN NG LUNGSOD NG MAYNILA 

6 BOLASOC ANGIE CASTRO UNIVERSITY OF PANGASINAN 

7 BOLIMA SHAYNE JOSTEIN UY DE LA SALLE UNIVERSITY-MANILA 

8 BOLISAY DANIEL CRISTOPHER ABOT UNIVERSITY OF THE VISAYAS-CEBU CITY 

9 BOLIVAR GLAYSIROLL GANGE WESTERN INSTITUTE OF TECHNOLOGY 

10 BOLIVAR VELLE MARIE PALACIO GARCIA COLLEGE OF TECHNOLOGY 

11 BOLO MARK ERYL GONZALGO UNIVERSITY OF THE EAST-MANILA 

12 BON PATRIC OLSEN FONTANILLA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 BONAOS BERNARD REMOLUNA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

14 BONDAD JESS ANTHONY ABAD TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 BONGAR KARLA CELINE BAUTISTA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

16 BONIFACIO JOVIC DOB SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

17 BONIFACIO KATE ANN ROSE BENJAMIN UNIVERSITY OF RIZAL SYSTEM-MORONG 

18 BONILLA JEWEL ELAINNE MARI DIROY DE LA SALLE UNIVERSITY-DASMARIÑAS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-PR 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 3RD 
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Room/Grp No. : 309 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BOOL ANJO MONTALLA NATIONAL UNIVERSITY-MANILA 

2 BOONGALING CHEZKA ALLIAH DE GUZMAN BATANGAS STATE UNIVERSITY - ALANGILAN 

3 BOONGALING RHEANELL ESPINOLA SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

4 BORAIS CHERISH OBIAS UNIVERSITY OF MAKATI 

5 BORANSING NOR-HIDAYA BAGUAN EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

6 BORBE JOSE MARIE HEBRON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 BORBE MARIA CHARMAGNE ABSALON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

ANGELIKA 

8 BORBE REYMARK BERUELA UNIVERSITY OF RIZAL SYSTEM-MORONG 

9 BORBO JOHN MICHAEL ESPIRITU ATENEO DE NAGA UNIVERSITY 

10 BORBON ELYZZA MAE PAJILA DIVINE WORD COLLEGE OF CALAPAN 

11 BORCINA KENNETH SANTILLAN UNIVERSITY OF THE PHILIPPINES-DILIMAN 

12 BORERES MARRY NERZA PAMANTASAN NG LUNGSOD NG MAYNILA 

13 BORINAGA DEAVYLYN NOYA EASTERN VISAYAS STATE UNIV. (FOR. L.I.T.)- 
ORMOC CAMPUS 

14 BORJA ANGELO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 BORJA LEWIS PERALTA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 BORJA MARIA ELAINE NAPLAZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 BORLONGAN HANNAH PATRICIA SALAMANCA NEW ERA UNIVERSITY 

18 BORRETA JON KOJI OLARTE RIZAL TECHNOLOGICAL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-PR 


PROFESSIONAL REGULATION COMMISSION 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


MANILA 
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3RD Room/Grp No. : 310 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BORROMEO TRINA KAYE NORTHWESTERN UNIVERSITY 

2 BOS CHRISTIAN AL DELA CRUZ TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

3 BOSE REMSON JADE TABARNILLA ISABELA STATE UNIVERSITY-ECHAGUE 

4 BOSQUE CHRISTIAN VALLENTE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 BOTE LAWRENCE HERNANDEZ NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

6 BRABANTE SHERWIN PIANAR BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

7 BRACAMONTE KIM PAREDES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 BRAGA CLARENZ SUBSUBAN NATIONAL UNIVERSITY-MANILA 

9 BRANA JEREMIAH VILLAS UNIVERSITY OF MAKATI 

10 BRASE RICO PANCITO MANUEL L. QUEZON UNIVERSITY 

11 BRAVO ANGELLE ROMBAOA SAINT LOUIS UNIVERSITY 

12 BRENIO MAYNEL GRACE SAMPAYAN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 BREQUILLO PRINCESS ELAIZA MAE BITOME CATANDUANES STATE UNIVERSITY VIRAC 

14 BRETO NICOLE CAMIGLA UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

15 BRIDES JUNMARK TACORDA CATANDUANES STATE UNIVERSITY VIRAC 

16 BRIGOLI PAMELA JEAN IRIG TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

17 BRINGAS MARR LAURIEL BELLO SAINT LOUIS UNIVERSITY 

18 BRIONES FRANZ MAR FAMANILAY PRESIDENT RAMON MAGSAYSAY STATE 


UNIVERSITY-(FOR RMTU)-IBA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-PR 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
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3RD Room/Grp No. : 312 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BRIONES JERICK JAY DIONISIO QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

2 BRIONES JOHN KENNEDY PASAMBA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 BRIONES RHAMROD LALICAN WESTMEAD INTERNATIONAL SCHOOL 

4 BRIONES VIA THERESA LOBARBIO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

5 BRIOSO FRETSIE CABILANGAN LYCEUM OF THE PHILIPPINES - CAVITE 

6 BRIZUELA DON BENEDICT MANAHAN DE LA SALLE UNIVERSITY-MANILA 

7 BROFAR EDWARD JAMES AUSTRIA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

8 BROZO VINCE PATRICK SALAVANTE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 BRUCAL LEMUEL ESPIRITU UNIVERSITY OF BATANGAS 

10 BRUSOLA ANDREW LOUISE ROMERO CATANDUANES STATE UNIVERSITY VIRAC 

11 BRUSOLA CHRISTINE GONZALES EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

12 BUALA KRISTINE LEI VALBUENA NEW ERA UNIVERSITY 

13 BUALAN FAHAD JAMMANG PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

14 BUAN BRYAN PALOMINO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

15 BUAN JOHN PAUL BESO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 BUAYA GRACE FERNANDEZ WESTERN INSTITUTE OF TECHNOLOGY 

17 BUBAN JOHN ALBERT HISUS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 BUCE MARIS DOLLENTE SORSOGON STATE UNIVERSITY(FOR 


SORSOGON SC-SORSOGON) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : CENTRAL COLLEGES OF THE PHILIPPINES 


Address : 52 AURORA BOULEVARD, QUEZON CITY 
Building : CCP-PR 


Floor : 3RD 
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Room/Grp No. : 313 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BUDIIT XENA ROSE BOBIS ADAMSON UNIVERSITY 

2 BUELA PHOEBE ANDREA DAGUNO ADAMSON UNIVERSITY 

3 BUEN JOHN KEVIN QUILATON RIZAL TECHNOLOGICAL UNIVERSITY 

4 BUENAFLOR CLAUDE JOREN SALUNDAGA UNIVERSITY OF THE EAST-CALOOCAN 

5 BUENAFLOR KHEN MIDER POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

6 BUENAOBRA CHARLIE DEOGRACIAS TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

7 BUENAVENTURA EDEN MIEL POBLETE CENTRAL LUZON STATE UNIVERSITY 

8 BUENAVENTURA JUDE LEO BUGTONG POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

9 BUENAVENTURA NAZRENE CRYSTAL PALO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

10 BUENAVENTURA NICO ZUÑIGA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

11 BUENAVENTURA REGINA MEI MAMARIL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 BUENAVISTA CATHERINE MAE DELARAGA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 BUENCONSEJO REEZEL AUBREY INFANTE UNIVERSITY OF THE EAST-MANILA 

14 BUENO MART CHESTER BISARES ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

15 BUENO PRINCESS DIANNE OÑATE MANUEL L. QUEZON UNIVERSITY 

16 BUENSALIDA JOHN KENNETH HERNANDEZ DIVINE WORD COLLEGE OF CALAPAN 

17 BUFA NICOLE REIGHN MATEO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 BUGANTE KERBELL SURDILLA POLYTECHNIC UNIVERSITY OF THE 


PHILIPPINES-MAIN-STA. MESA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 
CIVIL ENGINEER 


APRIL 23 - 24, 2023 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-PR 
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3RD Room/Grp No. : 318 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BUGARIN CHRISTIAN MADRIAGA ISABELA STATE UNIVERSITY-ECHAGUE 

2 BUGAY JOHANNA RAYE SALDANA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

3 BUGGAY JULIUS APOSTOL ISABELA STATE UNIVERSITY-ILAGAN 

4 BUIZA PAUL ALVIN JAVIER TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 BUIZON AUSTINE ZOE DE LEON EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

6 BULACLAC KRISXAN JAME CAPADA WESTERN INSTITUTE OF TECHNOLOGY 

7 BULANADI JOSEPH HANZAL MUAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 BULANON KATRINA BIANCA PERLAS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 BULAON RECHELE DEALA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 BULAONG JOHN ALVIN ASPERA UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

11 BULATAO MAFI CHARMAINNE CAGADAS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

12 BULAUAN JEROME HILARIO NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

13 BULIBOL BRIXTER SIAZON FLORENCIO L. VARGAS COLLEGE- 
TUGUEGARAO 

14 BUMANGLAG AARON JAMES ESMERALDA DE LA SALLE UNIVERSITY-DASMARIÑAS 

15 BUMANGLAG CHRISTINE JOY RAGONJAN MARIANO MARCOS STATE UNIVERSITY-BATAC 

16 BUMATAY LESLIE CONRAD EVANGELISTA ARAULLO UNIVERSITY 

17 BUMOTAD MILJEN ESCABUSA PAMANTASAN NG LUNGSOD NG VALENZUELA 

18 BUNAG GIAN PAULO PABUSTAN PAMANTASAN NG LUNGSOD NG MAYNILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-PR 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 3RD 


Room/Grp No. : 319 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BUNALES CRISTINE FERRANCO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

2 BUNDA JERBY CATE LYCEUM OF THE PHILIPPINES - CAVITE 

3 BUNDANG JAN RAY MALIWAT PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

4 BUNGAG WINZEL PABRO SAINT PAUL UNIVERSITY-TUGUEGARAO 

5 BUNGUBUNG LEONARD RICHIE CARLOS BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

6 BUNO CLARISSE ANNE NORIEGA UNIVERSITY OF BATANGAS 

7 BUNO JAN JAEMAR CRUZADO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

8 BUNQUIN CLYDE MARCUS ILAGAN UNIVERSITY OF SANTO TOMAS 

9 BUNUAN RICHELLE GONZALES SAINT MARY'S UNIVERSITY 

10 BURATA NICOLLE BORDA WESTERN INSTITUTE OF TECHNOLOGY 

11 BURCE ROSELLE ADEL BOYON DE LA SALLE UNIVERSITY-MANILA 

12 BUROG GILIANE COMIA BATANGAS STATE UNIVERSITY - ALANGILAN 

13 BUSTAMANTE CHRISTINE CASTRO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

14 BUSTAMANTE SHIELA PAZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

15 BUSTAMANTE XANDRO VENETTE MANANGUETE UNIVERSITY OF THE EAST-CALOOCAN 

16 BUSTARGA ROSE ANN SEÑIDO CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

17 BUSTRILLO FRANCIS GARAY TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

18 BUSUEGO LALANE ACEL DE GUZMAN TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Floor : 3RD 


Room/Grp No. : 320 


Seat Last Name First Name Middle Name School Attended 

No. 

1 BUTANGEN NICHOLE DE JESUS BATAAN HEROES MEMORIAL COLLEGE 

2 CAACBAY ROMMEL PABLEO ARAULLO UNIVERSITY 

3 CAASI ANGELA VALMORES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 CAASI CYDRICK JAMES CANAGAN UNIVERSITY OF THE EAST-MANILA 

5 CABABAT RAVEN JOY REYES ADAMSON UNIVERSITY 

6 CABACCAN JUNESSON SEVILLA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 CABACOG JOVELLE MAE LACSADO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

8 CABACSAN EMERSON SIAGAN INTERNATIONAL SCHOOL OF ASIA AND THE 
PACIFIC-TABUK BRANCH 

9 CABAGTONG MARK AIRON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 CABAHOG ELINO JAYLORD BAUSAS EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

11 CABAHUG CLINT ZOE LAGAHID TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

12 CABALAG PATRICIA BALHIMINO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 CABALBAL JADE PATRICK TIMBREZA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

14 CABALLERO DAVE SANTOS ALDERSGATE COLLEGE 

15 CABALLES ERWHIN MERCADO UNIVERSITY OF THE EAST-CALOOCAN 

16 CABALONGA MYLENE CABRERA FLORENCIO L. VARGAS COLLEGE- 
TUGUEGARAO 

17 CABALUNA MIKE ALDRIN DIENDO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

18 CABANG LOLITA ABIGAIL ALMIRAÑEZ POLYTECHNIC UNIVERSITY OF THE 


PHILIPPINES-STA MARIA, BULACAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 CABANGLAN ANGELICA REYES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 CABANILLA KATE WINSLETTE AFALLA UNIVERSITY OF LA SALETTE-SANTIAGO 

3 CABANSAG CHRISTIAN PAUL BINABISE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 CABANTING RINA ALIMAN UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

5 CABE JAYVEE NEAL DELA PENA UNIVERSITY OF LA SALETTE-SANTIAGO 

6 CABELLO NIKKA SOLPICO LAGUNA COLLEGE 

7 CABELTES WEENDRA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

8 CABER ASHIEL ALVARO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

9 CABIAS ANGELICA AQUINO UNIVERSITY OF THE EAST-MANILA 

10 CABIDES MARK JOHN ANTHONY ROMERO UNIVERSITY OF RIZAL SYSTEM-MORONG 

11 CABIGAYAN RELYN MAE ARBOIZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 CABILAN ROSE NANE MALAPITAN DE LA SALLE UNIVERSITY-DASMARIÑAS 

13 CABILOGAN JENNY LEA ZOLETA RIZAL TECHNOLOGICAL UNIVERSITY 

14 CABINTE EMARBY LORD CABREROS UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

15 CABINTOY LOISSE JOFFER JAVIER NATIONAL UNIVERSITY-MANILA 

16 CABINTOY MOONYEEN GANTE ABRA VALLEY COLLEGE 

17 CABISO MARIELLE JOY FERNANDEZ NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

18 CABLAO ALYSSA ISABEL BACERA TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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2ND Room/Grp No. : 225 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CABOTAJE KYLA JEANNE BRIONES UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

2 CABOTE HERALD JOHNN BANSAG DAVAO ORIENTAL STATE COLLEGE OF 
SCIENCE & TECHNOLOGY 

3 CABRAL MARK LLOUEL TENEFRANCIA UNIVERSITY OF THE EAST-CALOOCAN 

4 CABRAL RANDY JR. QUIBUYEN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 CABRALES RHONA CAMBE UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

6 CABRERA CRYSCARL EUSEBIO EMILIO AGUINALDO COLLEGE-DASMARINAS 

7 CABRERA EUGENE DIVINA NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

8 CABRERA GLADYS SULIT JOSE RIZAL MEMORIAL STATE UNIVERSITY- 
DAPITAN 

9 CABRERA JAMES DOMINIC ARIBBAY MARIANO MARCOS STATE UNIVERSITY-BATAC 

10 CABRERA JOHN BRYAN REYES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 CABRERA RONIEL CELESTIAL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 CABUANG KIM JERICHO BASI UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

13 CABUG DICK RICHARD MAGLENTE CEBU INSTITUTE OF TECHNOLOGY - 
UNIVERSITY 

14 CABUHAL HEIDDIE LYN MAGSINO DIVINE WORD COLLEGE OF CALAPAN 

15 CABUHAL MARVINE CEPILLO DIVINE WORD COLLEGE OF CALAPAN 

16 CABUHAT DANIELLE FRANCISCO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

17 CABURAL JANET MAURINE ASTIBE RIZAL TECHNOLOGICAL UNIVERSITY 

18 CABURNAY JULIUS JOHN CRUZ UNIVERSITY OF LUZON (LUZON COLL.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : 226 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CABUROG ABIGAIL JERMICE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

2 CABUSAS JACOB DAYAO PAMANTASAN NG LUNGSOD NG MAYNILA 

3 CAC ANTHONY NATHANIEL DESEMBRANA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

4 CACAO KARL JOSEPH CASAGAN LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

5 CACATIAN CHRISTIAN FELIX DIZON NEW ERA UNIVERSITY 

6 CACATIAN JACOB ANGULUAN UNIVERSITY OF THE EAST-MANILA 

7 CACCAM KRISTINE MARIE AHILLON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 CACHERO JOEL ROBIN GARCIA NORTHWESTERN UNIVERSITY 

9 CACHO PETRE JEAN ANTONY NORCIO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

10 CACHUELA JHOANNA MAE UNIVERSITY OF MANILA 

11 CACPAL APRIL SHEYN BATILLER UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

12 CADEVIDA JESTER SAIMON LABRADOR POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 CADIENTE FERDINAND JR YADAO NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

14 CADIZ TROY LORENZ RICO UNIVERSITY OF THE IMMACULATE 
CONCEPTION-DAVAO 

15 CAGALITAN JOSIE ANN GALVEZ UNIVERSITY OF THE EAST-CALOOCAN 

16 CAGANAN ANDY LORENZ ACUZAR UNIVERSITY OF BATANGAS 

17 CAGANG SWEETHEART TIDALGO RAMON MAGSAYSAY MEMORIAL COLLEGES 

18 CAGASAN CHARLEY ANDRE TECHNOLOGICAL UNIVERSITY OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 CAGAT LOVELY ANGEL ZARANDIN RIZAL TECHNOLOGICAL UNIVERSITY 

2 CAGBAY MICHAEL STEVEN VELASCO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 CAGUIAT RAMSES ALEXIS LOUIS RAMOS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

4 CAGUNGUN RESHEY MYSTICA PAGARIGAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 CAHIGAN JESSICA MENDOZA TAGUIG CITY UNIVERSITY 

6 CAIGA CHRISTIAN CASIQUIN LYCEUM NORTHWESTERN UNIVERSITY- 
DAGUPAN CITY 

7 CAINGLES LORENE GRACE BARRANCO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

8 CAIPANG KAREN DAIRO CEBU INSTITUTE OF TECHNOLOGY - 
UNIVERSITY 

9 CAISEDO KING DANIEL LAGANSON MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

10 CAJANDAB REYMOND CASTILLO ADAMSON UNIVERSITY 

11 CAJARDO RENEE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

12 CAJAYON JOSE NORBERTO LLEDO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 CAJES CECILE SANDIGAN NEW ERA UNIVERSITY 

14 CALABANO KASSEN JOYCE LORIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 CALACALA FRANCIS PERALTA ARAULLO UNIVERSITY 

16 CALARAMO LANIELYN CONCEPCION UNIVERSITY OF LA SALETTE-SANTIAGO 

17 CALATA BLAIZE ANNE PALABRICA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 CALATIN JUVIELYN CLAIRE DELA PAZ LAGUNA STATE POLYTECHNIC UNIVERSITY- 


STA CRUZ (LSPC) former (LCAT) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : CCP-HR Floor : 2ND Room/Grp No. : 228 

Seat Last Name First Name Middle Name School Attended 

No. 

1 CALATON JAY-AR VENTURA JOHN PAUL COLLEGE 

2 CALAYO JAN VINCENT ACERON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

3 CALCABEN DON DANIEL VILLAREAL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

4 CALCITA KIMBERLY BERGADO LYCEUM OF THE PHILIPPINES - CAVITE 

5 CALDERON DIANA CASIDSID PHILIPPINE CENTRAL ISLANDS COLLEGE 

6 CALDERON ERIKA MAE NAADAT UNIVERSITY OF THE EAST-MANILA 

7 CALDERON KEIZZER EMMANUEL CASTILLO DIVINE WORD COLLEGE OF CALAPAN 

8 CALDERON PERRY VINCENT ABAD TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 CALE DONNABEL LAO-AY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 CALICA ALYSSA JOY LEGASPI TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 CALIGAGAN GERARD IVAN CRUZ PAMANTASAN NG LUNGSOD NG VALENZUELA 

12 CALIGAGAN JEMARY CRUZ PAMANTASAN NG LUNGSOD NG VALENZUELA 

13 CALIGUIRAN KENNETH AUMENTADO CENTRAL COLLEGES OF THE PHILIPPINES 

14 CALIJAN MARIAH JEXALYN PACIS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 CALIM JOHN LLOYD AARON BONAPUS RIZAL TECHNOLOGICAL UNIVERSITY 

16 CALIMAG JEREMIAS MANUEL UNIVERSITY OF THE EAST-CALOOCAN 

17 CALIMLIM KENNETH GEORGE CHUA UNIVERSITY OF LA SALETTE-SANTIAGO 

18 CALINDAS JEREMIAH BERNARDO PAMANTASAN NG LUNGSOD NG MAYNILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Floor : 2ND 


Room/Grp No. : 229 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CALINGASAN KENETH MELITADO UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

2 CALINISAN ARIENE RAGO UNIVERSITY OF MANILA 

3 CALIPAY VAN PHILLIP PANIS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 CALIPUSAN JOANE MAE LUMBANG UNIVERSITY OF MAKATI 

5 CALISON JEANNE FRANCIS MOLINA NATIONAL UNIVERSITY-MANILA 

6 CALIXTO DANIELLE AUREA ALEJO PAMANTASAN NG LUNGSOD NG VALENZUELA 

7 CALIXTO SOFIA DIANNE HOYLA PAMANTASAN NG LUNGSOD NG MAYNILA 

8 CALLEJO MARK DANIEL CARRERA NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

9 CALMA IRISH BESANA CAPIZ STATE UNIVERSITY (CIT)(PSPC)-MAIN 
CAMPUS 

10 CALMA JOHN LEWIS DIWA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

11 CALONZO CHRISTIAN KYLE PAGAO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

12 CALOZA NHIEL CHRISTIANS SALIVIO UNIVERSITY OF RIZAL SYSTEM-MORONG 

13 CALPITO FLORO EVANGELISTA UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

14 CALPO SHEENE ARIOLA RIZAL TECHNOLOGICAL UNIVERSITY 

15 CALUYA CESAR GUARDA ARAULLO UNIVERSITY 

16 CALUYA FRANCIS TORRENO UNIVERSITY OF MAKATI 

17 CALUYA JESSAMAE ANNE FRONDA UNIVERSITY OF PANGASINAN 

18 CALVAN RUTH KEELY SHAYE UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : 230 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CALVARIO JOHN LESTER ABANTO CAMARINES NORTE STATE COLLEGE-DAET 

2 CALVELO KAYCEE BENOSA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

3 CALVO BILL THOMAS BOGLOSA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 CALVO JOHN CHRISTOPHER RIPPEY FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

5 CALVO JOHN JOEL FITZGERALD ZACATE DE LA SALLE UNIVERSITY-DASMARINAS 

6 CAM RODOLFO JOSE EBUENG CAMARINES NORTE STATE COLLEGE-DAET 

7 CAMAYRA AIRA JANE SERRANO UNIVERSITY OF SANTO TOMAS 

8 CAMAYRA JOHN PHILIP ORILLENIDA UNIVERSITY OF MAKATI 

9 CAMILON DANIELLO AMOROSO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 CAMINONG JESSICA AGUILAR MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 CAMMAYO ROBERT JOHN BARIA NATIONAL UNIVERSITY-MANILA 

12 CAMO TEOFILO DELMO UNIVERSITY OF MAKATI 

13 CAMO ZAIRA MINETTE GUICO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

14 CAMPANA KHIZIA MARIELLE ORCULLO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

15 CAMPANG GELYN MAE VARGAS RIZAL TECHNOLOGICAL UNIVERSITY 

16 CAMPO RAEVAN CRUZ UNIVERSITY OF RIZAL SYSTEM-MORONG 

17 CAMPOS JOSHUA CACHIN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 CAMPOS MIGUEL ANTONIO QUINTANA DE LA SALLE UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 
CIVIL ENGINEER 


APRIL 23 - 24, 2023 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-HR 
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3RD Room/Grp No. : 311 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CAMPOSANO OSCAR JR CASTRO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

2 CAMPUGAN ANGELO ESPEJO DE LA SALLE UNIVERSITY-MANILA 

3 CANADA JAKE ROMERO PARTIDO STATE UNIVERSITY-(GOA)GAO 

4 CANALITA LALAINE MENEQUI AURORA STATE COLLEGE OF TECHNOLOGY 

5 CANAS HARVHEY CANAYON LYCEUM NORTHWESTERN UNIVERSITY- 
DAGUPAN CITY 

6 CANCERAN SHAINA MARIE DELA CRUZ UNIVERSITY OF RIZAL SYSTEM-MORONG 

7 CANDELARIA PIOLO LEAN JUMAQUIO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

8 CANDIA WENDY MORGADO CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

9 CANDIDO MARY ROSE OLIVEROS CAPIZ STATE UNIVERSITY (CIT)(PSPC)-MAIN 
CAMPUS 

10 CANEBA ELLEN MICOL FRESNIDO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

11 CAÑEDO ALORA BEATRIZ ROSARIO NATIONAL UNIVERSITY-MANILA 

12 CAÑETE KAREN DOMINGUEZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 CAÑETE RICHENEL BARREDO UNIVERSITY OF MANILA 

14 CAÑETE RODINA SAGALA NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

15 CANLAS ABIGAIL ALLETH PILORIN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 CANLAS ARVIN ANISCO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

17 CANLAS CATHLENE KATE BLAZADO ADAMSON UNIVERSITY 

18 CANLAS JEFFRY MANANSALA FEU INSTITUTE OF TECHNOLOGY (for FEU- 


E.A.C.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-HR 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 3RD 
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Room/Grp No. : 313 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CANLAS MAUREEN ANGELIQUE ANGELES DE LA SALLE UNIVERSITY-MANILA 

2 CANLAS STEPHEN KENNEDY UNIVERSITY OF MANILA 

3 CANO RAPHAEL NIDGIL SANTIAGO UNIVERSITY OF SANTO TOMAS 

4 CANO TATIANA NICOLE REGINALDO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 CANSEKO LAIKA GILAGA LYCEUM OF THE PHILIPPINES - CAVITE 

6 CANSINO OLIVER JOSHUA VILLAS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 CANTA CYRILLE JAVE ROTONI TAGUIG CITY UNIVERSITY 

8 CANTINA RAUL JR CABRERA UNIVERSITY OF LA SALETTE-SANTIAGO 

9 CANTON MARY JOY MELBERT SANTOS CENTRAL LUZON STATE UNIVERSITY 

10 CANTOR LORRAINE DUYA CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

11 CANTORIA DIVINE GRACE VALDEZ UNIVERSITY OF THE PHILIPPINES-DILIMAN 

12 CANTORIA JOANNE TOLENTINO UNIVERSITY OF RIZAL SYSTEM-MORONG 

13 CANUEL JEDLIENE ANASTACIO CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

14 CANULLAS GLYZA BASELONIA UNIVERSITY OF MANILA 

15 CANUTO JASPER JADE BORELA CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

16 CAPACIO LENARD ADRIANNE GUISIHAN UNIVERSITY OF THE EAST-CALOOCAN 

17 CAPANAS BONIFACIO JR VALENZUELA NEW ERA UNIVERSITY 

18 CAPANGYARIHAN JHUN ANGELES UNIVERSITY OF THE EAST-CALOOCAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 
CIVIL ENGINEER 


APRIL 23 - 24, 2023 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-HR 
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3RD Room/Grp No. : 314 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CAPILI BONIEL CHRISTIAN SOMBRIA ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

2 CAPILI MICHAEL JOSHUA ESQUIVEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 CAPILI NASH IVAN FRONDA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 CAPILI WINJOE BERGONIO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

5 CAPILITAN JHON ARC ROY CAUSO ARAULLO UNIVERSITY 

6 CAPILLO SHARMAINE JOY TALADTAD ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

7 CAPIO MA. KRISTIA GLORIA PAMANTASAN NG LUNGSOD NG MAYNILA 

8 CAPIRAL GRACHELLE ANDREA SALVADOR TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

9 CAPIRAL KAYE LUMOMBAS PAMANTASAN NG LUNGSOD NG MAYNILA 

10 CAPISTRANO ANTON DOMINIC PEREZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

11 CAPISTRANO ELVEN BACUAL NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

12 CAPOQUIAN KARL MICHAEL GOBRIN EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

13 CAPUL MONICA DARIELLE FABIAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 CAPULE KELVIN CARLO QUINTO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 CAPUNO MA. ANGENETTE ROXAS RIZAL TECHNOLOGICAL UNIVERSITY 

16 CAPUNO MARY CIELO BATHAN MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

17 CAPUNONG JAYCEL CALINGASAN LYCEUM OF THE PHILIPPINES - CAVITE 

18 CAPUYAN GIDEON MELENDEZ CENTRAL COLLEGES OF THE PHILIPPINES 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : CENTRAL COLLEGES OF THE PHILIPPINES 


Address : 52 AURORA BOULEVARD, QUEZON CITY 
Building : CCP-HR 
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Floor : 3RD Room/Grp No. : 315 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CARAAN SHIELO MAURELL ALON ALON MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

2 CARABIT JOSEPH PIERRE MAXIMINN DALISAY MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

3 CARAGA PAUL EUGENE PADRINAO EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

4 CARALE JOHN ALBERT BEQUIO UNIVERSITY OF MANILA 

5 CARALIPIO CARL WILSON GARAZA UNIVERSITY OF RIZAL SYSTEM-MORONG 

6 CARANDANG AISSY NIKKA LIAN NAZARENO JOHN PAUL COLLEGE 

7 CARANDANG ALDRIN LUIS TOLENTINO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

8 CARANDANG BIANCA INNA JUAN ADAMSON UNIVERSITY 

9 CARANDANG FAYE NICOLE AGATON LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

10 CARANDANG KIM JASPER PATULOT UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

11 CARANTO RYAN EPHRAIM ESTRADA SAINT LOUIS UNIVERSITY 

12 CARANZO GELAILA MADRIGAL DIVINE WORD COLLEGE OF CALAPAN 

13 CARANZO PAUL JOHN SANTILLAN SALAZAR INSTITUTE OF TECHNOLOGY- 
MADRIDEJOS 

14 CARBO SHAEINNA TORRES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 CARDENAS LOVELYN VERGARA CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

16 CARDENAS ROLAND JOSHUA ROQUE UNIVERSITY OF SANTO TOMAS 

17 CARDIÑO REBECCA SALCEDO UNIVERSITY OF SAINT ANTHONY 

18 CARDINOZA CHARLENE CARMONA MAPUA MALAYAN COLLEGES LAGUNA(FOR 


MALAYAN COLLEGES LAGUNA) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-HR 


Floor : 3RD 


Room/Grp No. : 316 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CARDONA FAHLY MC BILLY MACATANGAY UNIVERSITY OF BATANGAS 

2 CARIAGA HARVEY SANDALAN RIZAL TECHNOLOGICAL UNIVERSITY 

3 CARIAGA JOHN MARK QUARIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 CARIASO ALYSSAH KIAMCO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

5 CARINGAL JANNA GRAZIELLA MONTESA DE LA SALLE UNIVERSITY-MANILA 

6 CARINGAL JOHN REY PIOL UNIVERSITY OF BATANGAS 

7 CARINGAL KIT TRISTAN MONTALBO BATANGAS STATE UNIVERSITY - ALANGILAN 

8 CARINGAL WENDY GAUDIA RIZAL TECHNOLOGICAL UNIVERSITY 

9 CARIÑO DEBBIE ABAOAG UNIVERSITY OF PANGASINAN 

10 CARIÑO DOMINIC MATEO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 CARINO GIDEON ASAPH GACIAS ISABELA STATE UNIVERSITY-ILAGAN 

12 CARINO RICARDO JR FLORES TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

13 CARINUGAN GUNROSE HOLY GABRIELE REBATE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 CARLOS KING SALEM BAYLON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 CARLOS MARK ANDREI ALLA HOLY ANGEL UNIVERSITY 

16 CARLOS RAMMIEL SAYLO ZAPANTA DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

17 CARMEN CLARETTE KADILE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

18 CARMONA MARIA QUEENNIE LARDIZABAL LAGUNA STATE POLYTECHNIC UNIVERSITY- 


STA CRUZ (LSPC) former (LCAT) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : CENTRAL COLLEGES OF THE PHILIPPINES 


Address : 52 AURORA BOULEVARD, QUEZON CITY 
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Room/Grp No. : 317 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CARPIO HERSHEY PUNZALAN NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

2 CARPIO MAYNUEL SAN LUIS PAMANTASAN NG LUNGSOD NG MAYNILA 

3 CARPIO ROMRIC MASANGCAY DIVINE WORD COLLEGE OF CALAPAN 

4 CARRANZA DYAN NICOLE OMOLIDA URDANETA CITY UNIVERSITY (CCU) 

5 CARRANZA JOHN KENNETH STA. MARIA BATANGAS STATE UNIVERSITY - ALANGILAN 

6 CARRAO KRISTEL MAE RACADIO UNIVERSITY OF THE EAST-MANILA 

7 CARREON CARL ANDREW SAMSON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 CARREON ETHAN SHEAN VILLAVICENCIO UNIVERSITY OF SANTO TOMAS 

9 CARREON JONEL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 CARSOLA RICHARD CLAVERIA ABRA VALLEY COLLEGE 

11 CARTAGENA DON TED TABIOS UNIVERSITY OF MAKATI 

12 CARTIN NEIZA MINETTE DE GUIA UNIVERSITY OF THE PHILIPPINES-DILIMAN 

13 CARURUCAN JALENE CATIBOG EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

14 CARUSA ABNER JR GAVIOLA CENTRAL COLLEGES OF THE PHILIPPINES 

15 CASACLANG GEM MORRIS ARCEGA PAMANTASAN NG LUNGSOD NG MAYNILA 

16 CASALAN JEV ROSE CELEBRADO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 CASALLA ARABELLE LORESTO UNIVERSITY OF RIZAL SYSTEM-MORONG 

18 CASARENO NOEL JR CATIBOG DIVINE WORD COLLEGE OF CALAPAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-HR 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor: 
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3RD Room/Grp No. : 318 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CASAS RAMSES PAZ UNIVERSITY OF RIZAL SYSTEM-MORONG 

2 CASAUAY ROBERT JOHN FABE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

3 CASCON JESSICA ROSE DURAN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 CASERIA JEAN CLYDE NAZARETH MAPUA UNIVERSITY (FOR M.l.T.) - MANILA 

5 CASIANO MARK ANTHONY ACURANTES BATAAN HEROES MEMORIAL COLLEGE 

6 CASIL SANDY DALE BOYSILLO RIZAL TECHNOLOGICAL UNIVERSITY 

7 CASILAO JENYLLE VENZON NEW ERA UNIVERSITY 

8 CASIMERO ROSEMARIE TORCINO EASTERN VISAYAS STATE UNIV. (FOR. L.I.T.)- 
ORMOC CAMPUS 

9 CASINAO SAITHLEIWEIN LABISTE WESTERN INSTITUTE OF TECHNOLOGY 

10 CASINAS SHAIRA MAE AMIDO MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

11 CASIPE ARWIN GARCIA LYCEUM OF THE PHILIPPINES - CAVITE 

12 CASQUETE CHARLOTTE SAYO UNIVERSITY OF RIZAL SYSTEM-MORONG 

13 CASTAÑETO JERYCK IAN VISTA SAINT LOUIS UNIVERSITY 

14 CASTELLANO RIZMAR CHAVEZ UNIVERSITY OF THE EAST-CALOOCAN 

15 CASTELLTORT ERIKO JOHN RICARSE UNIVERSITY OF NEGROS OCCIDENTAL- 
RECOLETOS 

16 CASTELO VIRGILIO MIGUEL IV ZORNOSA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

17 CASTIGADOR AERON DAMEG TAGUIG CITY UNIVERSITY 

18 CASTILLA MARK NESKY AVILA CATANDUANES STATE UNIVERSITY VIRAC 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 
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Building : CCP-HR 


Floor : 3RD 


Room/Grp No. : 319 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CASTILLO ABEGAIL MENDOZA DIVINE WORD COLLEGE OF CALAPAN 

2 CASTILLO CHARLENE JOY TUMANG POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

3 CASTILLO DAWN FATALLA MARINDUQUE STATE COLLEGE-BOAC 

4 CASTILLO HIRMIE ILAGAN UNIVERSITY OF BATANGAS 

5 CASTILLO JAYVEE LAN BERGANTING TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 CASTILLO JOHN AERON RABINO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

7 CASTILLO JOHN DAVE IGNACIO JOHN PAUL COLLEGE 

8 CASTILLO JUDY ANN UNIVERSITY OF MAKATI 

9 CASTILLO KIM ESPENSER TOLENTINO QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

10 CASTILLO KIM JOHN LIM FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

11 CASTILLO MA JESSICA DUEÑAS RIZAL TECHNOLOGICAL UNIVERSITY 

12 CASTILLO MARIA JANICA SUBABA CENTRAL LUZON STATE UNIVERSITY 

13 CASTILLO NEAL ANDRE LUMAGUE UNIVERSITY OF SANTO TOMAS 

14 CASTILLO PRINCE ERICK DEL MUNDO DIVINE WORD COLLEGE OF CALAPAN 

15 CASTILLO REINA NICOLE ADAMSON UNIVERSITY 

16 CASTILLO SHANE ALLEN UNIVERSITY OF BATANGAS 

17 CASTINO KENNETH JOSEPH VASQUEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 CASTRO BRYAN LESTHER PALCON SAINT MARY'S UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
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School : CENTRAL COLLEGES OF THE PHILIPPINES 


Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-HR Floor : 3RD Room/Grp No. : 321 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CASTRO CAMILLE CYRENE RICOHERMOSO MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

2 CASTRO CARL MAGNAYON MANUEL L. QUEZON UNIVERSITY 

3 CASTRO CARMELA GARCIA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 CASTRO CHRISTIAN PAUL ABUAN NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

5 CASTRO COLEEN FAYE VILLANUEVA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 CASTRO DAISYRIE ELLA PACLARIN NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

7 CASTRO JEROME MATTHEW GARCIA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

8 CASTRO JHUN CHRISTOPHER MORONG DE LA SALLE UNIVERSITY-MANILA 

9 CASTRO MELANDRO VICTOR LAZARO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

10 CASTRO MYCA ANDREA PALWA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

11 CASTRO NATHANIEL LINGATONG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 CASTULO GLENN LOURENCE CAPARIÑO NEW ERA UNIVERSITY 

13 CASUGA GLOCEL FAITH RAMAN PAMANTASAN NG LUNGSOD NG MAYNILA 

14 CASUGAY DANLY MARK DESPACIO CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

15 CASUNO HENZLY DOLAR NEW ERA UNIVERSITY 

16 CASUPANG HAZEL MAE ENRIQUEZ LYCEUM OF THE PHILIPPINES - CAVITE 

17 CASWANG RAQUEL ANAG FLORENCIO L. VARGAS COLLEGE- 
TUGUEGARAO 

18 CATABAY JESSA MAE RAGEL POLYTECHNIC UNIVERSITY OF THE 


PHILIPPINES-MAIN-STA. MESA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 
CIVIL ENGINEER 


APRIL 23 - 24, 2023 


School : CENTRAL COLLEGES OF THE PHILIPPINES 


Address : 52 AURORA BOULEVARD, QUEZON CITY 
Building : CCP-HR 
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Floor : 3RD 


Room/Grp No. : 323 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CATACUTAN ANNA DANNIELA LIWANAG UNIVERSITY OF THE EAST-MANILA 

2 CATACUTAN KEVIN JAMES BAUTISTA LYCEUM OF THE PHILIPPINES - CAVITE 

3 CATACUTAN SHANELLE ZAPANTA ADAMSON UNIVERSITY 

4 CATALON ELAISA JOY ESCOBAN NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

5 CATAMPONGAN JOMARI GRECIA CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

6 CATANES ANNE NICOLE DE GUZMAN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 CATANGUI PHILIP SIMON TRIUMFANTE UNIVERSITY OF THE EAST-MANILA 

8 CATAPANG JASHA KIM AVELLANA LYCEUM OF THE PHILIPPINES - CAVITE 

9 CATAPAT STEPHANIE LOIS CABITIN CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

10 CATAPIA ALYSSA JOY MALATAG EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

11 CATAYNA RAYMART ARMAS DAVAO ORIENTAL STATE COLLEGE OF 
SCIENCE & TECHNOLOGY 

12 CATAYONG JEROME TUBAT POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 CATBAGAN ALEXANDER LEWIS PRADO UNIVERSITY OF PANGASINAN 

14 CATIMBANG MARIA EDCEL ESCANILLA LYCEUM OF THE PHILIPPINES - CAVITE 

15 CATMON LUDWIG MICHAEL ESPIRITU FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

16 CATRAL RAY CHRISTOPER AMBRE SAINT LOUIS UNIVERSITY 

17 CATUNGAL MARIE JOY DE GUZMAN UNIVERSITY OF PANGASINAN 

18 CAUDILLA ALETH IBO UNIVERSITY OF NUEVA CACERES 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 
CIVIL ENGINEER 


APRIL 23 - 24, 2023 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-HR 


Floor : 4TH 
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Room/Grp No. : 421 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CAUILAN ADRIANNE KARL CABAUATAN SAINT MARY'S UNIVERSITY 

2 CAUILAN ANGELICA MAE MORILLO UNIVERSITY OF RIZAL SYSTEM-MORONG 

3 CAUILAN JOHN CARLO BACAY CENTRAL COLLEGES OF THE PHILIPPINES 

4 CAUILAN MARINEL CUNTAPAY ISABELA STATE UNIVERSITY-ILAGAN 

5 CAUILAN RUEL MADRID ISABELA STATE UNIVERSITY-ECHAGUE 

6 CAVA TALITHA MABELLE CANONIZADO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

7 CAWALING JUDE MICHAEL SELDA NEW ERA UNIVERSITY 

8 CAY JOHN BEST RONQUILLO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 CAYA KHRISTIAN ATIENZA UNIVERSITY OF BATANGAS 

10 CAYAGO IRVIN AQUINO ADAMSON UNIVERSITY 

11 CAYAO JIMMY CONDE PALAWAN POLYTECHNIC COLLEGE, INC. 

12 CAYAO KEAH MAREE OLOROSO DE LA SALLE UNIVERSITY-DASMARIÑAS 

13 CEA JHONNA LABUGUEN PARTIDO STATE UNIVERSITY-(GOA)GAO 

14 CEBRERO LLOYD NICOLAS PARREÑO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 CECILIO JOSHUA DOMANTAY UNIVERSITY OF THE EAST-MANILA 

16 CEDERIA SIENA JOY DACARA CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

17 CEDRON KRISTINE MAE CALISAAN LYCEUM NORTHWESTERN UNIVERSITY- 
DAGUPAN CITY 

18 CELADA JORENE BIANCA COSTUNA EASTERN SAMAR STATE UNIVERSITY- 


BORONGAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-HR 


Floor : 4TH 
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Room/Grp No. : 422 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CELDA JOHN REYNALD RACHO FAR EASTERN UNIVERSITY-MANILA 

2 CELESTE PAUL BRYAN PALISOC TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

3 CELESTINO ARIEL MIKKO DELA CRUZ ISABELA STATE UNIVERSITY-ECHAGUE 

4 CELESTINO JUHNE VILMA ALFORQUE CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

5 CELIZ JEREMY JAMES DILAY POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

6 CELZO KAY ANN BAYLARAN CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

7 CENA MARY SCARLETTE MASALUNGA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 CENALADA AUDREY NICOLE MECHILINA UNIVERSITY OF RIZAL SYSTEM-MORONG 

9 CENERA DANIEL ANDRIE MARQUEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 CENIDOZA AGATHA GRACE GALINGAN UNIVERSITY OF RIZAL SYSTEM-MORONG 

11 CENIDOZA MHEL ROWEEN ORTEGA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 CENIZA EL GENE SIMON GUTIERREZ SAINT MARY'S UNIVERSITY 

13 CENTENO ANDREA JOI SAMOY UNIVERSITY OF SANTO TOMAS 

14 CENTENO CAMILLE LAZADA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 CENTENO RAFFY SHAUN MATIAS ADAMSON UNIVERSITY 

16 CEPEDA RALPH EMERSON SUBA DE LA SALLE UNIVERSITY-DASMARIÑAS 

17 CEPILLO BRADLEY JIM ASA DIVINE WORD COLLEGE OF CALAPAN 

18 CEPILLO JOHN CHRIS VECINAL DIVINE WORD COLLEGE OF CALAPAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : CENTRAL COLLEGES OF THE PHILIPPINES 


Address : 52 AURORA BOULEVARD, QUEZON CITY 
Building : CCP-HR 


PROFESSIONAL REGULATION COMMISSION 
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MANILA 


CIVIL ENGINEER 
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Floor : 4TH Room/Grp No. : 423 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CEQUENA ANGELICA TANJUAQUIO UNIVERSITY OF THE EAST-MANILA 

2 CERBITO CRISTOBAL TAMAYO UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

3 CERBITO ROGERICK ARANDIA UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

4 CERDA OLIVIENNE CERNERO UNIVERSITY OF RIZAL SYSTEM-MORONG 

5 CERDON NICOLE FALCUTILA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 CERENO JAN-INA BAYLON UNIVERSITY OF MAKATI 

7 CERENO KRISTINE BERNADETTE BALANE CAMARINES NORTE STATE COLLEGE-DAET 

8 CEREZO JOHN LESTER ABALOS UNIVERSITY OF PANGASINAN 

9 CERIOLA JHANEL ASHLEY HIWATIG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 CERVANTES AARON KYLE HERNANDEZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 CERVANTES ANGELICA ARCILLA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

12 CERVANTES CHARLES ANDREW BADILLA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

13 CERVANTES PETE JOSHWELL CRUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 CEZAR JUSTINE JOYCE SALINAS NEW ERA UNIVERSITY 

15 CEZAR MIRSTENE ANTARAN GARCIA COLLEGE OF TECHNOLOGY 

16 CHAN ANDRYANNA KRYZTIAL DE GUZMAN UNIVERSITY OF SANTO TOMAS 

17 CHAN ETHAN RILEY CAMINS UNIVERSITY OF SANTO TOMAS 

18 CHAN KEN JOSHUA JAO DE LA SALLE UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : CENTRAL COLLEGES OF THE PHILIPPINES 


Address : 52 AURORA BOULEVARD, QUEZON CITY 
Building : CCP-HR 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 4TH 


Room/Grp No. : 424 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CHAN NICANOR JR co DE LA SALLE UNIVERSITY-MANILA 

2 CHAN STEPHEN KEITH OLIVAS UNIVERSITY OF THE EAST-CALOOCAN 

3 CHAN WILFED ANG DE LA SALLE UNIVERSITY-MANILA 

4 CHATO KENIA BARANDA NATIONAL UNIVERSITY-MANILA 

5 CHAVEZ ANGELICA JENILLE MADRIÑAL NATIONAL UNIVERSITY-MANILA 

6 CHAVEZ BONI DAVE JOHN CABALLERO BATAAN HEROES MEMORIAL COLLEGE 

7 CHAVEZ GARY BOMBITA UNIVERSITY OF THE EAST-MANILA 

8 CHAVEZ JAY ADOBAS MARINDUQUE STATE COLLEGE-BOAC 

9 CHAVEZ JUDE BRAZINO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

10 CHAVEZ LORRAINE ALLYSON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 CHAVEZ MARCO PAULO AGUIRRE MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

12 CHAVEZ SHYRINE MADREDIO TAGUIG CITY UNIVERSITY 

13 CHAVEZ ZARAH MAE ABAYA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

14 CHEN CRIZELLE COHOKCHONG MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 CHEN VICTOR QUE DE LA SALLE UNIVERSITY-MANILA 

16 CHEONG ZENNAM KUTTU UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

17 CHEUNG GLEN TERNATE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 CHEW RALPH ANDREI NAVAL UNIVERSITY OF SANTO TOMAS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 CHI KRISTINE ALYSSHA MARTINEZ UNIVERSITY OF PANGASINAN 

2 CHING ARWIN JAMES ALKONGA UNIVERSITY OF PANGASINAN 

3 CHING JAY-T CAADAN LYCEUM OF THE PHILIPPINES - CAVITE 

4 CHING KIMGELICA GRACE GARIS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

5 CHIONG KIMBERLY MIRANDA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 CHIUCO LAWRENCE WYCOCO UNIVERSITY OF THE EAST-MANILA 

7 CHONG TIMOTHY BRYAN YAPE UNIVERSITY OF THE EAST-CALOOCAN 

8 CHUA ALVIN BANUAG DE LA SALLE UNIVERSITY-MANILA 

9 CHUA ELLAINE EURRIELE ATIENZA UNIVERSITY OF SANTO TOMAS 

10 CHUA JOHN KRISTOFFER KOA DE LA SALLE UNIVERSITY-MANILA 

11 CHUA JON PAUL ALVIZO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

12 CHUA LUIS ANTONIO BASA DE LA SALLE UNIVERSITY-MANILA 

13 CHUA VIANCA ALASAAS DIVINE WORD COLLEGE OF CALAPAN 

14 CHUATINGCO FRANCIS JOE CAMINONG MAPUA UNIVERSITY (FOR M.l.T.) - MANILA 

15 CHUIDIAN JESSIRIC LIM UNIVERSITY OF THE EAST-MANILA 

16 CICERON MILA MARIE LIAM PAMANTASAN NG LUNGSOD NG VALENZUELA 

17 CILOT CLARIZE MIKA TAGYAMON POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

18 CIMAFRANCA SETH ERO TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : CENTRAL COLLEGES OF THE PHILIPPINES 
Address : 52 AURORA BOULEVARD, QUEZON CITY 


Building : CCP-HR 


4TH Room/Grp No. : 426 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CINCO JAYRIC OBIJA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

2 CINCO SHENAINA CANTAL UNIVERSITY OF RIZAL SYSTEM-MORONG 

3 CIRIACO MARY ANN BARDAJE NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

4 CITRON ANNE BEATRICE BUENVIAJE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

5 CLAMOR SHAIRA MARIE MAJESTAD PAMANTASAN NG LUNGSOD NG MAYNILA 

6 CLARIN SHEILA TOLENTINO UNIVERSITY OF MANILA 

7 CLARIS JOHN MARLOU TULIAO MANUEL L. QUEZON UNIVERSITY 

8 CLARO ANGELIQUE BOLANTE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

9 CLARO GWEN CAMILLE ASEBIAS EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

10 CLAVE ARTEMIO JOHN CATABAY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 CLAVERIA SHEILON KENNETH ARANDIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 CLAVITO PAULA MAE LOSITO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 CLEMENTE JOHN MICHAEL GATUZ PHILIPPINE CENTRAL ISLANDS COLLEGE 

14 CLEMENTE JOHN PAOLO ALINCASTRE UNIVERSITY OF THE EAST-CALOOCAN 

15 CLEMENTE PATRICIA CORONEL MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 CLEMENTE SPIRO JENSEN co DE LA SALLE UNIVERSITY-MANILA 

17 CLEOFAS GINUEL JOHN VIOLAGO UNIVERSITY OF SANTO TOMAS 

18 CLEOFE JOHN LOURENCE ESPIRITU TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : CENTRAL COLLEGES OF THE PHILIPPINES 
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Building : CCP-HR Floor : 4TH Room/Grp No. : 427 

Seat Last Name First Name Middle Name School Attended 

No. 

1 CLERIGO KRISTELLE ANTONETTE = CABANA XAVIER UNIVERSITY 

2 CLETO HENRY WILLIAM JR VELASQUEZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

3 CLIDORO AARON JAMES DACALLOS UNIVERSAL COLLEGES OF PARANAQUE 

4 CLIDORO JUSTINE PIAPE EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

5 CLOMA NIñA JENNIELYN CASTOR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 co CHRISTIAN CERVANTES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 co GABRIELLE ANGELA GARCIA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 co GLENN HANSON CHAN DE LA SALLE UNIVERSITY-MANILA 

9 co MIKHAIL TAN DE LA SALLE UNIVERSITY-MANILA 

10 co PAUL JOSHUA SALDUA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

11 COBALLES SEDRICK ALLEN MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

12 CODIZAL NOELSON AVEJERO BATANGAS STATE UNIVERSITY - ALANGILAN 

13 COLAS MAUREEN JOY SALAZAR DIVINE WORD COLLEGE OF CALAPAN 

14 COLIMBO ANDREI JADE LOPEZ MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

15 COLINA GERIELYN LAREZA DE LA SALLE UNIVERSITY-DASMARIÑAS 

16 COLLADO ALLEN JAY ULPINDO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 COLLADO JAY MAR BARROQUILLO UNIVERSITY OF SAN CARLOS 

18 COLLAMAT CARLO JAY PANISALES TECHNOLOGICAL UNIVERSITY OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
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Address : 52 AURORA BOULEVARD, QUEZON CITY 
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Floor : 4TH 


Room/Grp No. : 428 


Seat Last Name First Name Middle Name School Attended 

No. 

1 COLLAMAT PHILIP ANDREW PAGLINGAYEN UNIVERSITY OF THE EAST-MANILA 

2 COLLAO LOUISE ANNE VICENTE DE LA SALLE UNIVERSITY-DASMARINAS 

3 COLLAS MARY ANN ISABELLE PICAR MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 COLOBONG REMON JOHN DIONISIO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

5 COLOQUIO JANMER MACALANDA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 COLORADO DENVER JOHN MALACA NEW ERA UNIVERSITY 

7 COLORADO KATHERINE GARCIA UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

8 COLUBONG RANIL JOSEPH TECSON UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

9 COMA JOHN PAUL EWAN DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

10 COMAWAS ELMER BUHAY STI WEST NEGROS UNIVERSITY(FOR WEST 
NEGROS COLL) 

11 COMBATE MIKO NARAG LYCEUM OF APARRI 

12 COMETA LLOYD PHET MANDAYO NEW ERA UNIVERSITY 

13 COMIA CAZANDRA DENISE VERGEL FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 COMIA IAN MARLOW LEONOR RIZAL TECHNOLOGICAL UNIVERSITY 

15 COMILANG VERA VIVIEN CRISOSTOMO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

16 COMSTI KYLE DOMINIQUE CRUZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

17 CONCEPCION LIEZEL DIVELOS UNIVERSITY OF SAINT ANTHONY 

18 CONCEPCION MARGO JR YUMUL CENTRAL COLLEGES OF THE PHILIPPINES 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : CENTRAL COLLEGES OF THE PHILIPPINES 


Address : 52 AURORA BOULEVARD, QUEZON CITY 
Building : CCP-HR 


Floor : 4TH 
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Room/Grp No. : 429 


Seat Last Name First Name Middle Name School Attended 

No. 

1 CONCEPCION MARI DANIELLE VIOLENA UNIVERSITY OF SANTO TOMAS 

2 CONCEPCION MICHAEL RYAN NEW ERA UNIVERSITY 

3 CONCEPCION NERISSA TOMAS TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

4 CONCEPCION RODENDON RINGOR CENTRAL LUZON STATE UNIVERSITY 

5 CONCOLES MICKAELLA ISABEL ABIERA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

6 CONCORDIA WILLIAM DELA CRUZ UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

7 CONDE MAULEEN GIE RAFA NEW ERA UNIVERSITY 

8 CONEJOS HAZEL ANN CANILANG POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

9 CONSTANTINO LEZLIE ANN ROMERO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

10 COPRADA BALTAZAR COLITOY UNIVERSITY OF MANILA 

11 COQUIA MECHELLE PLOTADO UNIVERSITY OF SAINT ANTHONY 

12 CORALDE KRISTINE JANE PRADES ATENEO DE NAGA UNIVERSITY 

13 CORBITO JERICK PANGANIBAN UNIVERSITY OF MANILA 

14 CORDERO CHERRYL MAE UNIVERSITY OF MAKATI 

15 CORDERO DIANE YAP PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

16 CORDERO JOEL MACHAEL ALMARIO NATIONAL UNIVERSITY-MANILA 

17 CORDOVA GEORGIE HERNANDEZ RIZAL TECHNOLOGICAL UNIVERSITY 

18 CORNEJO ARRIANE SHAYNE GARRIDO CEBU INSTITUTE OF TECHNOLOGY - 


UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : CCP-HR Floor : 4TH Room/Grp No. : 430 

Seat Last Name First Name Middle Name School Attended 

No. 

1 CORO JOSHUA RAY SERWELAS UNIVERSITY OF BATANGAS 

2 COROCOTO EDNA IRINCO UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

3 CORONACION MARIA ANGELA BUERANO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

4 CORONEL ARTURO III SINGSON UNIVERSITY OF SANTO TOMAS 

5 CORPIN ROSANNA GERVACIO NAVAL STATE UNIVERSITY (for.NAVAL INST)- 
NAVAL 

6 CORPUZ ADRIAN MANILA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

7 CORPUZ ALDRIN PAOLO BACANI SAINT LOUIS COLLEGE OF SAN FERNANDO 

8 CORPUZ BUENACANDY ARGUILLES CENTRAL LUZON STATE UNIVERSITY 

9 CORPUZ DIANNE AUBREY BROMEO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

10 CORPUZ DOMINIQUE LOUISE CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

11 CORPUZ IVAN CHRISTIAN APIAG UNIVERSITY OF LUZON (LUZON COLL.) 

12 CORPUZ JERMAINE BUGAOAN UNIVERSITY OF SANTO TOMAS 

13 CORPUZ JOHN CARLO CURRAMENG NORTHWESTERN UNIVERSITY 

14 CORPUZ MARK ANTHONY AQUINO ISABELA STATE UNIVERSITY-ECHAGUE 

15 CORPUZ REJ ANDREI BANIQUED PAMANTASAN NG LUNGSOD NG VALENZUELA 

16 CORPUZ VICTOR III VINLUAN UNIVERSITY OF LUZON (LUZON COLL.) 

17 CORRALES DIANNE CLARISSE DEL CASTILLO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

18 CORTES CARL EINSTEIN AFABLE TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT Floor : 2ND Room/Grp No. : 208 

Seat Last Name First Name Middle Name School Attended 

No. 

1 CORTES VIA JEVILYN ALVAREZ SOUTHERN LEYTE STATE UNIVERSITY 
(SLSCST)-SOGOD 

2 CORTEZ ANTOINETTE GECEL MARASIGAN LAGUNA COLLEGE 

3 CORTEZ DARYL LLOYD ORENSE UNIVERSITY OF SANTO TOMAS 

4 CORTEZ JENNY GRACE SAGISI UNIVERSITY OF RIZAL SYSTEM-ANTIPOLO 

5 CORTEZ MARECOSA RICAFRANCA MARINDUQUE STATE COLLEGE-BOAC 

6 CORTEZ VEA FRANZ NACIANCENO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

7 COSICO CHELSIE PAULINE REYES UNIVERSITY OF BATANGAS 

8 COSINERO JERICK SISTER TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 COSME CAMILLE ANN CAOILE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 COSTA MAYNARD PANLASIGUI UNIVERSAL COLLEGES OF PARANAQUE 

11 COSTALES JOSE MIGUEL ANTONIO RIVERA DE LA SALLE UNIVERSITY-MANILA 

12 COSTALES VINCENT ANGELO LAGUNTE QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

13 COSTUNA JOHN LAWRENCE REQUIOMA NATIONAL UNIVERSITY-MANILA 

14 CREDITO ROTHER BAILON UNIVERSITY OF THE EAST-CALOOCAN 

15 CRESCINI ALYSSA BRIGETTE HERNANDO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 CRISOLOGO PRECIOUS ANTHONETTE BALIGOD UNIVERSITY OF THE EAST-MANILA 

17 CRISOSTOMO BENJO QUIMSON UNIVERSITY OF THE EAST-CALOOCAN 

18 CRISOSTOMO JAPHETH KRIZLER VALDELLON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 CRISOSTOMO JERRAMIE GUTIERREZ NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

20 CRISOSTOMO JEURVIN DE GULA TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : MANILA CENTRAL UNIVERSITY (MCU) 


PROFESSIONAL REGULATION COMMISSION 


Address : EDSA, CALOOCAN CITY 


MANILA 
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Building : PGT 2ND Room/Grp No. : 209 

Seat Last Name First Name Middle Name School Attended 

No. 

1 CRISOSTOMO MARIE JOIE ALMADEN UNIVERSITY OF RIZAL SYSTEM-MORONG 

2 CRISTOBAL JULIUS JADE BANAN SAINT PAUL UNIVERSITY-TUGUEGARAO 

3 CRISTOBAL MIKO DIVINE WORD COLLEGE OF CALAPAN 

4 CRONOLOGIA MARIA LHIENDZZY ANNE EUFEMIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 CRUEL MARK ROLAND ESTRADA UNIVERSITY OF SANTO TOMAS 

6 CRUJE VINCE ARNEL BUSA DE LA SALLE UNIVERSITY-DASMARINAS 

7 CRUZ ADRIEL LOUIE ZENAROSA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 CRUZ ARNOLD RYAN SAN PASCUAL TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

9 CRUZ CARL DAVID CERUJANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 CRUZ CEASAR JULIUS GONZALES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 CRUZ CRISANTA SHIMEI PEREZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 CRUZ ELIZABETH ALDEN FALAME MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 CRUZ ERROL JOHN FAISAN CENTRAL COLLEGES OF THE PHILIPPINES 

14 CRUZ GABRIEL SILAHIS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 CRUZ JANN ANGEL RAMIREZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 CRUZ JANSEN STUART PALISOC SAINT LOUIS UNIVERSITY 

17 CRUZ JAYSON BARCILLANO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

18 CRUZ JEFFERSON ICARO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

19 CRUZ JERICO TUMBAGA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 CRUZ JESSIE RENZ CASTRO UNIVERSITY OF PANGASINAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : PGT Floor : 2ND Room/Grp No. : 210 

Seat Last Name First Name Middle Name School Attended 

No. 

1 CRUZ JHON LYOD PAJARILLANO PAMANTASAN NG LUNGSOD NG VALENZUELA 

2 CRUZ JOHN CARLO FAJARDO PAMANTASAN NG LUNGSOD NG MAYNILA 

3 CRUZ JOHN PATRICK ARELLANO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

4 CRUZ JOHNVER BALAQUIAO EMILIO AGUINALDO COLLEGE-DASMARINAS 

5 CRUZ MARK LAWRENCE ENRIQUEZ RIZAL TECHNOLOGICAL UNIVERSITY 

6 CRUZ MARY JOSHUA VALENTON FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

7 CRUZ NICKO CARL CHUA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

8 CRUZ NICOLETTE ESTELLE FERMIN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

9 CRUZ RAISSA CHARISSE GULLES CENTRAL COLLEGES OF THE PHILIPPINES 

10 CRUZ ROMA ANGELIKA PENDRE CENTRAL LUZON STATE UNIVERSITY 

11 CRUZ RON VINCENT GARCIA UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

12 CRUZ RUFFA MAE ODIAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 CRUZ THEA LOUISE BAYANI MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

14 CRUZ WENDLE MARC GARRA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 CRUZAT JUSTIN IVAN PIMENTEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 CU GIVEN JAMBARO SAINT LOUIS UNIVERSITY 

17 CUADRANTE JEMINICA BANGUG PHILIPPINE CENTRAL ISLANDS COLLEGE 

18 CUAL NICOLE ANNE CASTAÑOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 CUAÑO JEFFREY CUNANAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 CUARTERO CHESTER JAMES DAVANTES MANUEL L. QUEZON UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT Floor : 2ND Room/Grp No. : 211 

Seat Last Name First Name Middle Name School Attended 

No. 

1 CUARTO ROCHELLE ANNE DE LEON WESTMEAD INTERNATIONAL SCHOOL 

2 CUBALLES WILLEM VINCENT PASCUAL UNIVERSITY OF RIZAL SYSTEM-MORONG 

3 CUDAL JENSEN MARIE SAMPAYAN MARIANO MARCOS STATE UNIVERSITY-BATAC 

4 CUENCO JULIE ANNE MERTOLA COLUMBAN COLLEGE-OLONGAPO CITY 

5 CUENCO MIKE JOHNLOURD PATUBO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 CUERBO LAIMARIE SANTOSIDAD NEW ERA UNIVERSITY 

7 CUETO RHONA MAY VILLANUEVA UNIVERSITY OF BATANGAS 

8 CuI ALMIRA MAE-ANNE TANDIH MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 CUISON JOHN EXCEL SAN LORENZO COLEGIO DE DAGUPAN (for.COMPUTRONIX 
COLL) 

10 CUISON JONATHAN EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

11 CUIZON ERICA ANNE VERGA UNIVERSITY OF THE PHILIPPINES-DILIMAN 

12 CUIZON JOHN ERIC FERNANDEZ NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

13 CULALA JOHN DAVID GATUS HOLY ANGEL UNIVERSITY 

14 CULDONG VAN ALDWIN ULAYAN FLORENCIO L. VARGAS COLLEGE- 
TUGUEGARAO 

15 CULLARIN JOHN PHILIP BANAAG FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

16 CULMINAS LEMUEL JAY ARROGANTE SAMAR STATE UNIVERSITY (SAMAR S.P.C.) 

17 CULTURA MA. CRISTINA JANE ALCAZAR BATANGAS STATE UNIVERSITY - ALANGILAN 

18 CUNANAN JOJUANA LOUISE VALENZUELA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 CUNANAN MICA ELIYAHJ CALIXTO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

20 CUPAT DIOSA MONICA BULINGIT FEU INSTITUTE OF TECHNOLOGY (for FEU- 


E.A.C.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 CURRIMAO PATRICK MATTHEW GUTIERREZ UNIVERSITY OF RIZAL SYSTEM-MORONG 

2 CUSTODIO ANGELIKA MAE LLAMAS UNIVERSITY OF SANTO TOMAS 

3 CUSTODIO ANNE BERNADETTE GENEROSO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 CUSTODIO LORRAINE ANNE BERNADOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 CUYAT GIOVANNIE CASTRO UNIVERSITY OF LA SALETTE-SANTIAGO 

6 CUYSONA JUN RENE VINCENT GAVILLA DE LA SALLE UNIVERSITY-DASMARINAS 

7 CUYUGAN PATRICK GALVEZ UNIVERSITY OF SANTO TOMAS 

8 DABATIAN ELJAY TRAPSI PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

9 DABUET JUSTIN IAN JUALAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 DACANAY PEACHY MAE ENRACA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

11 DACULA DATU JARANI JR GUMANDOL UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

12 DACULIAT JESSIE ROMEL OLIGANGA SAINT LOUIS UNIVERSITY 

13 DACUMOS JOHN PAUL FERNANDO UNIVERSITY OF LA SALETTE-SANTIAGO 

14 DACUMOS PAMELA TAGAPAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 DACUMOS ROVIN GABRIEL ROLDAN BATAAN HEROES MEMORIAL COLLEGE 

16 DACUNO ANJENETTE MAGTALAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 DACUNO MARK KENNETH AQUINO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

18 DADIS FREDDIE JR PAA PARTIDO STATE UNIVERSITY-(GOA)GAO 

19 DADIS UNIQUE FAYE PAA PARTIDO STATE UNIVERSITY-(GOA)GAO 

20 DADIVAS BERNARD DELA CRUZ DR. EMILIO B. ESPINOSA SR. MEMORIAL 


AGRICULTURAL COLLEGE 
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REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT 2ND Room/Grp No. : 217 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DADOR EDCEL ROSARIO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

2 DADUYA RALPH JASON ENSIGNE UNIVERSITY OF THE EAST-MANILA 

3 DAET MARLIET DENSING PAMANTASAN NG LUNGSOD NG MAYNILA 

4 DAGA-ANG KRISTELLE MARIE HINGPIT TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 DAGAYLOAN BEVERLY JEBONE ANDRES BONIFACIO COLLEGE 

6 DAGOLDOL RIO JANE ANAY POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

7 DAGOS KAREN GHEL LOBERES POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

8 DAGUIO ANGELICA ESTABILLO NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

9 DAGYAPIN DIXY DANGANAN UNIVERSITY OF THE CORDILLERAS (for.BAGUIO 
C.F.) 

10 DAHALAN ANDAYA DAHALAN UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

11 DAHOROY MAR JHON SANTOS TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

12 DAJAC JOBELLE SUMAGAYSAY POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 DALAO JOCELYN PATIGA SAINT LOUIS COLLEGE OF SAN FERNANDO 

14 DALERE MARK DANIEL DIVINE WORD COLLEGE OF LAOAG 

15 DALILIS ALBERTO JR GUEVARRA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 DALISAY JIMMUEL MALLARE UNIVERSITY OF BATANGAS 

17 DALISAY KHYSAN JOY HERNANDEZ DIVINE WORD COLLEGE OF CALAPAN 

18 DALISAY LYNHEL DEL ROSARIO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

19 DALISAY UZZIEL WYNNE MAGAYON ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

20 DALIVA ADRIAN DERIC GARCIA DE LA SALLE UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : PGT Floor : 2ND Room/Grp No. : 218 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DALUPAN AUROSE SCHARIDELLE DE LEON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 DAMAGON JUSTINE ALSIYANG KALINGA STATE UNIVERSITY(FOR KALINGA 
APAYAO STATE COLL.) 

3 DAMASCO RUTCH APPLE BALLON PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

4 DAMPIL JEACETTE ALFONSO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

5 DANAO ALYSSA MARIE SANTOS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 DANAO KRISTEL MAE RINDON SAINT LOUIS UNIVERSITY 

7 DANAO VINCE JEROME SANCHEZ UNIVERSITY OF SANTO TOMAS 

8 DANDAL DARLENE FABULA ADAMSON UNIVERSITY 

9 DANGANAN LORD BLESS IRO VINO UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

10 DANILA GEORGIA ROSANTINA UNIVERSITY OF NUEVA CACERES 

11 DANILA JOYCE ORTIZO ADAMSON UNIVERSITY 

12 DANO ALFREDO JR ESPINA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

13 DANTES EMELITO JR DIZON DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

14 DAOS RIC ADRIAN JAY PEREZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 DAPITAN MAYLYN BARDA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 DAQUIOAG JAN LEE TALAY UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

17 DAR JEMELIE CORDOVIZ NATIONAL UNIVERSITY-MANILA 

18 DARADAL JOHN CARLO VILLANUEVA UNIVERSITY OF SANTO TOMAS 

19 DARADAR DARWIN MABANTA RIZAL TECHNOLOGICAL UNIVERSITY 

20 DARAY MARK DARYL MORADOS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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MANILA 
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Building : PGT 3RD Room/Grp No. : 303 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DARIA GLORY ANN DE SAN JUAN PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

2 DARIANO ABRAHAM JOSHUA LAROYA SAINT LOUIS COLLEGE OF SAN FERNANDO 

3 DASALLA LESTER BINOLUAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 DASALLA ROLANDO JR BULANANDI NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

5 DATARIO G-ANN DANILLE MARI BOLANTE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

6 DATINGUINOO JESZEL RAMIREZ DIVINE WORD COLLEGE OF CALAPAN 

7 DATO JAMES HARVY VILLARAZA UNIVERSITY OF RIZAL SYSTEM-MORONG 

8 DATU THERENZLEE MANONG BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

9 DATUIN MICHAEL MACARAEG UNIVERSITY OF PANGASINAN 

10 DATUMANONG HAMDANI SAIPODEN PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

11 DAUD ALMASER HASAN UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

12 DAVID JOHN MARC ISIP DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

13 DAVID JOHN MICHAEL SIGLOS LYCEUM OF THE PHILIPPINES - CAVITE 

14 DAVID KARLO ALBERT PADAYAO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

15 DAVID MARYROSE MALLARI DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

16 DAVIN TRISHA NICOLE TARUC NATIONAL UNIVERSITY-MANILA 

17 DAWANG YHRSHEN OLALIA CENTRAL LUZON STATE UNIVERSITY 

18 DAYAO DARWIN ALVARAN NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

19 DAYAO LOUISE MARGARET CASICA UNIVERSITY OF SANTO TOMAS 

20 DAYAP JOYCE VILLAMER CENTRAL LUZON STATE UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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APRIL 23 - 24, 2023 


Building : PGT Floor : 3RD Room/Grp No. : 305 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DAYO DHARELYN NONATO RIZAL TECHNOLOGICAL UNIVERSITY 

2 DAYON DORINA VILLAN ADAMSON UNIVERSITY 

3 DAYTO RENZ STEPHEN LURIS UNIVERSITY OF THE EAST-MANILA 

4 DAYUPAY MICHELLE ANN BARBOSA CENTRAL COLLEGES OF THE PHILIPPINES 

5 DE ANDRES EUGENE VALLESER BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

6 DE ASIS MARK JERALD MARCE UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

7 DE ASIS MAYNARD ACUTILLAR ARAULLO UNIVERSITY 

8 DE ASIS PATTI DANIELLE DE JESUS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 DE ASIS PHILIPPE JR GALLARDO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

10 DE BELEN EDELWEISS JOY PERNIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 DE CASTRO ALFRED JOSEPH BAUTISTA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 DE CASTRO ARCY JOHN TEODOSIO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

13 DE CASTRO JAIME JR CRUZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 DE CASTRO JAIROMMEL INOCENCIO JOHN PAUL COLLEGE 

15 DE CASTRO JEAOUS KIM BRENLON ANURAN UNIVERSITY OF BATANGAS 

16 DE CASTRO JHOANNE DIOKNO UNIVERSITY OF BATANGAS 

17 DE CASTRO KARL JOHN DALAYOAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 DE CASTRO LA VERNE MAXIMO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 DE CASTRO RAINIER OSWALD VITENTE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

20 DE CHAVEZ HARRIS DOMINIC PEÑASA DIVINE WORD COLLEGE OF CALAPAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT Floor : 3RD Room/Grp No. : 306 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DE CHAVEZ HERO BARCENAS RIZAL TECHNOLOGICAL UNIVERSITY 

2 DE CLARO MARY JANE DUMANGAS BATANGAS STATE UNIVERSITY - ALANGILAN 

3 DE GRACIA JOZCELLE LOU MONIQUE CABUAY MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 DE GUIA ALFRED NICAPAUL DEMATERA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 DE GUIA ALLENETH MARIE DEMATERA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

6 DE GUIA HANNA MARIZTELA PRAMO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

7 DE GUIA KATRINE DENI-AY NEW ERA UNIVERSITY 

8 DE GUZMAN CRISTINE JHONA SIMBULAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 DE GUZMAN DAVID HARVEY YU SAINT PAUL UNIVERSITY-TUGUEGARAO 

10 DE GUZMAN DOLLY ANNE MATIC PAMANTASAN NG LUNGSOD NG VALENZUELA 

11 DE GUZMAN IRISH ROSAS UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

12 DE GUZMAN JERRETE PATRICK BALDONADO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 DE GUZMAN JOHN ALREI HERYIEL LACSINA CENTRAL LUZON STATE UNIVERSITY 

14 DE GUZMAN JOHN PAULO LLAVE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 DE GUZMAN JOSHUA BUNSOY FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

16 DE GUZMAN JOSHUA REYES UNIVERSITY OF RIZAL SYSTEM-MORONG 

17 DE GUZMAN KENT OLIVER CARMONA BATAAN HEROES MEMORIAL COLLEGE 

18 DE GUZMAN KRISTEN KYRA LABRAGUE DE LA SALLE UNIVERSITY-MANILA 

19 DE GUZMAN MA. AIRA GRAZIELLE GARCIA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

20 DE GUZMAN MARC JAYSON VILLENA UNIVERSITY OF PANGASINAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT Floor : 3RD Room/Grp No. : 307 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DE GUZMAN MARK RAINER ABAY ADAMSON UNIVERSITY 

2 DE GUZMAN MARY RUTH OFRACIO JOHN PAUL COLLEGE 

3 DE GUZMAN NOMER CORTEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 DE GUZMAN PATRICK MORALES CENTRAL LUZON STATE UNIVERSITY 

5 DE GUZMAN RICA MAE MARQUEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 DE GUZMAN RONNIE JAMES QUIOCHO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

7 DE GUZMAN RUEL OATEMAR ADAMSON UNIVERSITY 

8 DE GUZMAN SHERVIN ROMMEL SALVADOR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 DE JESUS APPLE GEM DIONISIO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

10 DE JESUS BRYAN JOSHUA ACEÑA ADAMSON UNIVERSITY 

11 DE JESUS JAHAZIEL JAYZE FRANCIA ATENEO DE NAGA UNIVERSITY 

12 DE JESUS KEVIN PABALINAS PHILIPPINE CENTRAL ISLANDS COLLEGE 

13 DE JESUS KRIZZHA CHARISSE DEVELOS UNIVERSITY OF THE EAST-CALOOCAN 

14 DE JUAN ROSE ANN PEROCHO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

15 DE LA CENA ANGELO GABRIEL DIVINE WORD COLLEGE OF LEGAZPI 

16 DE LA CRUZ BRIXTER JAYSON CAPISTRANO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

17 DE LA CRUZ KERVIN BONAOBRA AQUINAS UNIVERSITY 

18 DE LA CRUZ MARIS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

19 DE LA CRUZ MICHAEL RAPON TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

20 DE LA CRUZ QUEENIE JADE ONDAR WESTERN INSTITUTE OF TECHNOLOGY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT Floor : 3RD Room/Grp No. : 308 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DE LA CRUZ RICHELL JOY DIMACULANGAN LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

2 DE LA PENA JEAN LUMANTA NAVAL STATE UNIVERSITY (for.NAVAL INST)- 
NAVAL 

3 DE LA PENA JEDO II TUBIANO UNIVERSITY OF THE PHILIPPINES-DILIMAN 

4 DE LA PUNTA ROSE ANN QUINONES CAMARINES NORTE STATE COLLEGE-DAET 

5 DE LA TORRE KENAN JEPH MARRI BAJAMUNDE UNIVERSITY OF THE EAST-CALOOCAN 

6 DE LA TORRE LORRAINE PRENSIPE LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

7 DE LARA ALEXANDER BALDEMOR MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 DE LARA ARJAY FAJARDO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

9 DE LARA KATHERINE MYLES MASANGKAY COLEGIO DE SAN JUAN DE LETRAN- 
INTRAMUROS 

10 DE LEON ALAIN JAKE CASUYON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 DE LEON ANN MARGARET BALAGTAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 DE LEON AUDREY LEI CASTIL MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 DE LEON AUSTIN JAKE AUSTRIA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

14 DE LEON CRIS IAN BIBON POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 DE LEON ELMER PADILLA UNIVERSITY OF PANGASINAN 

16 DE LEON ERALD LIWANAG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 DE LEON GERARD ARNOLD HIPOLITO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 DE LEON HAROLD JOHN BRIONES FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

19 DE LEON IRIZ NICOLE MARTIN BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

20 DE LEON JOHN VINCENT VILLENA LYCEUM OF THE PHILIPPINES-LAGUNA 


(for. LYCEUM INST.OF TECH) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : PGT Floor : 3RD Room/Grp No. : 309 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DE LEON LIAM MARIE BERNABE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

2 DE LEON MARK JOSEPH ALINGOD SAINT PAUL UNIVERSITY-TUGUEGARAO 

3 DE LEON MELLAINE DENISE SALVA UNIVERSITY OF THE PHILIPPINES-DILIMAN 

4 DE LEON MISHAEL GALIT ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

5 DE LEON RAIZA FRANE BATANGAS STATE UNIVERSITY - ALANGILAN 

6 DE LEON REN-MAR CASILLANO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

7 DE LEON RONEL BENZ DE GUZMAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 DE LOS REYES JO-ED PACIENTE WESTERN INSTITUTE OF TECHNOLOGY 

9 DE LOS REYES PRINCESS THAEYA PELAGIO WESTMEAD INTERNATIONAL SCHOOL 

10 DE LOS REYES ROWEL BUIZON CENTRAL COLLEGES OF THE PHILIPPINES 

11 DE LOS TRINOS MARIO RODRIGUEZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 DE LUNA LAWRENCE ZEDRICK LAGRADILLA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 DE MESA JOANNAH MABELLE DUARTE ADAMSON UNIVERSITY 

14 DE MESA RAPHAEL ANTHONY TAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 DE MESA SHANNON KYLE DELOLA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

16 DE OCAMPO JOCELLE RICA ARBILO UNIVERSITY OF THE EAST-MANILA 

17 DE OCAMPO MA. CELESTE SANTILLAN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 DE OCAMPO NATHANIEL ADRIAND CARPIO UNIVERSITY OF THE PHILIPPINES-DILIMAN 

19 DE OCAMPO RUSH YEAR CRUZ UNIVERSITY OF THE EAST-CALOOCAN 

20 DE ONTOY JESSA TABUENA CATANDUANES STATE UNIVERSITY VIRAC 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT Floor : 3RD Room/Grp No. : 310 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DE RAMOS RIENZY NICOLO REYES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 DE RAYA RANDELL MENDOZA NATIONAL UNIVERSITY-MANILA 

3 DE ROXAS CELWYN JOSEPH ALVAREZ UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

4 DE ROXAS KIRBY MON LOI PECAYO UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

5 DE SAGUN KATHLEEN JOY ORLANES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 DE SAGUN PAUL CARLAO RAMOS COLEGIO DE SAN JUAN DE LETRAN- 
INTRAMUROS 

7 DE SILVA AYEXZA IVANKA BORJA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 DE SUR JOSELITO GARDUCE EASTERN VISAYAS STATE UNIV. (FOR. L.I.T.)- 
TANAUAN CAMPUS 

9 DE TORRES JAUNESSE MORTEL JOHN PAUL COLLEGE 

10 DE TORRES KATELYN JOY PACIOS SOUTHERN LUZON STATE UNIVERSITY-LUCBAN 
(SLPC) 

11 DE UNGRIA TRISHA MAE LALATA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

12 DE VERA BILL JOHN BALATUCAN UNIVERSITY OF THE PHILIPPINES-DILIMAN 

13 DE VERA CARL VIC OSMUNDO JR OCAMPO UNIVERSITY OF THE EAST-MANILA 

14 DE VERA EDMAR GUMBA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 DE VERA GABRIEL VILLAMOR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 DE VERA JOHN CARLO CORTEZ CAMARINES NORTE STATE COLLEGE-DAET 

17 DE VERA JOHN HAROLD NARES CAMARINES NORTE STATE COLLEGE-DAET 

18 DE VERA JOHN PELL SUBOL UNIVERSITY OF THE EAST-MANILA 

19 DE VERA ROMMEL MENDOZA COLEGIO DE DAGUPAN (for.COMPUTRONIX 
COLL) 

20 DE VERA SHERILYN FERRER UNIVERSITY OF THE CORDILLERAS (for.BAGUIO 


C.F.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : PGT Floor : 3RD Room/Grp No. : 311 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DE VILLA CHRISTIAN ANGELO NATANAUAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

2 DEANG OSCAR MOSES III PADRON HOLY ANGEL UNIVERSITY 

3 DEAUNA JANINNA ROMILA LAGLIVA UNIVERSITY OF SANTO TOMAS 

4 DEBIL MICHAEL CU TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 DECANO JERUS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 DEDASI VIGO JESREL VILLANUEVA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 DEDUYO JANELLE CHRIZIA MARIE DE REAL DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

8 DEFIESTA ROGER VICTOR CALIBUSO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

9 DEGALA ROI CHRISTIAN DIONGON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 DEJOLDE RAUL JR LUSOTAN NATIONAL UNIVERSITY-MANILA 

11 DEL BARRIO JAMES PAUL CUERDO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

12 DEL CANO JOSHUA VILLAMAYOR LYCEUM OF THE PHILIPPINES-LAGUNA 
(for. LYCEUM INST.OF TECH) 

13 DEL CASTILLO ALLEN BRYAN SIMAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 DEL MUNDO IAN LEMUEL LOPEZ UNIVERSITY OF BATANGAS 

15 DEL MUNDO PAULA NICOLE PEREZ BATAAN HEROES MEMORIAL COLLEGE 

16 DEL PRADO JANBEL HERNAEZ RIZAL TECHNOLOGICAL UNIVERSITY 

17 DEL RIO ALVIN ASUSANO CENTRAL COLLEGES OF THE PHILIPPINES 

18 DEL ROSARIO DAN VINCENT DELA CRUZ UNIVERSITY OF THE EAST-CALOOCAN 

19 DEL ROSARIO EXEQUIEL ANNE MARIE RAMOS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

20 DEL ROSARIO JAN LESTER SUAN TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT Floor : 3RD Room/Grp No. : 312 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DEL ROSARIO JIA MARELLA CEQUENA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 DEL ROSARIO JOEY MONTANO JOHN PAUL COLLEGE 

3 DEL ROSARIO JULIUS CEASAR ARAYA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 DEL ROSARIO LEONARD GARCIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 DEL ROSARIO RANDEL ERLL PANGAN UNIVERSITY OF THE EAST-MANILA 

6 DEL VALLE JHON PAUL SACRES CATANDUANES STATE UNIVERSITY VIRAC 

7 DELA BAJAN KYLE LEJOS EMILIO AGUINALDO COLLEGE-DASMARINAS 

8 DELA CERNA KATE BATANGAS STATE UNIVERSITY - ALANGILAN 

9 DELA CHICA CORRINNE ANN DULAY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 DELA CRUZ ALBERT SANTIAGO NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

11 DELA CRUZ ALDREN DE CASTRO UNIVERSAL COLLEGES OF PARAÑAQUE 

12 DELA CRUZ AMIEL BAYANI TAGUIG CITY UNIVERSITY 

13 DELA CRUZ ANDRE SANGDAAN SAINT MARY'S UNIVERSITY 

14 DELA CRUZ ARVIN ZEDRICK MENDOZA ADAMSON UNIVERSITY 

15 DELA CRUZ BRIDGETTE DURANTE NATIONAL UNIVERSITY-MANILA 

16 DELA CRUZ CAMILLA ALTHEA ABAIGAR PALAWAN STATE UNIVERSITY-P. PRINCESA 

17 DELA CRUZ CHRIS JHOANNE SANTOS DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

18 DELA CRUZ CHRISTINE ARMADO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 DELA CRUZ CLARISSE ANN PASCUA PHILIPPINE CENTRAL ISLANDS COLLEGE 

20 DELA CRUZ DENVER JOHN TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT Floor : 3RD Room/Grp No. : 314 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DELA CRUZ GHERMEL ANGELES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

2 DELA CRUZ JASHA VENIECE AMERILA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

3 DELA CRUZ JEREMIAH JASPER PILLOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 DELA CRUZ JODELLY SERQUINA PHINMA-UPANG COLLEGE URDANETA,INC. 

5 DELA CRUZ JOHN ALVIN FRANCISCO PAMANTASAN NG LUNGSOD NG VALENZUELA 

6 DELA CRUZ JOHN CARLO DUNGCA PAMANTASAN NG LUNGSOD NG VALENZUELA 

7 DELA CRUZ JOHN EDWARD VILLAR MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 DELA CRUZ JOHN PAUL TAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 DELA CRUZ JOMAR SALAZAR FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

10 DELA CRUZ JOSHUA LUAREZ NATIONAL UNIVERSITY-MANILA 

11 DELA CRUZ KRIZZIA MAE DURAN PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

12 DELA CRUZ LANCE DELA CRUZ NEW ERA UNIVERSITY 

13 DELA CRUZ LEANDRO SANCHEZ PAMANTASAN NG LUNGSOD NG VALENZUELA 

14 DELA CRUZ LINO PILLADO NATIONAL UNIVERSITY-MANILA 

15 DELA CRUZ MARIA YSABEL LABRADOR TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

16 DELA CRUZ MARK ANTHONY AQUINO UNIVERSITY OF MANILA 

17 DELA CRUZ MARK FELIX CATINDIG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 DELA CRUZ NIKKA CORTEZ NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

19 DELA CRUZ PRECILLA MARIE RAYO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

20 DELA CRUZ RAY PAOLO CERVANTES ARAULLO UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : PGT Floor : 3RD Room/Grp No. : 315 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DELA CRUZ RJADE NICOLE SANCHEZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

2 DELA CRUZ ROZANO BAZAN UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

3 DELA CRUZ SUZAGNE AVELLANEDA RIZAL TECHNOLOGICAL UNIVERSITY 

4 DELA CRUZ TRISHA NICOLE PAKINGAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 DELA CRUZ VINCENT AMOSCO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

6 DELA CRUZ WILSON FERNANDEZ VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

7 DELA MATA JOHN MARK AQUINO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 DELA PASION RECHEL DELIMA DE LA SALLE UNIVERSITY-DASMARINAS 

9 DELA PENA GLENN BANIQUED CENTRAL COLLEGES OF THE PHILIPPINES 

10 DELA PENA RYAN RUDUARD OCUMEN PAMANTASAN NG LUNGSOD NG VALENZUELA 

11 DELA RAMA JEROME CAPENA CAMARINES NORTE STATE COLLEGE-DAET 

12 DELA ROSA ISIDRO JOSEPH CRISOSTOMO BATAAN HEROES MEMORIAL COLLEGE 

13 DELA ROSA PRINCESS SANTOS UNIVERSITY OF THE EAST-MANILA 

14 DELA TORRE IAN PAOLO QUINTANA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

15 DELA TORRE JAMES ERNEST MOREN DE LA SALLE UNIVERSITY-MANILA 

16 DELA TORRE JAMES EVAN VILLAR DIVINE WORD COLLEGE OF CALAPAN 

17 DELA TORRE MUELVIE LOZADA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

18 DELA TORRE RONA MIKAELA MEDINA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

19 DELA VEGA CLARISSA MARIE CABANG NATIONAL UNIVERSITY-MANILA 

20 DELANTAR JOYCE ANN MAE ARTOZA TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT Floor : 3RD Room/Grp No. : 316 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DELATADO ROBERT JR TANADA NEW ERA UNIVERSITY 

2 DELFIN FEROLYNN MAE TIAD UNIVERSITY OF ANTIQUE-SIBALOM 

3 DELFIN JETH LESTER NARAG TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

4 DELFIN KRISTEL EQUIZ NEW ERA UNIVERSITY 

5 DELFIN LOVELY ANNE CHUIDIAN NATIONAL UNIVERSITY-MANILA 

6 DELGADO KATE RACHEL ATIENZA RIZAL TECHNOLOGICAL UNIVERSITY 

7 DELGADO MARY JOY GAMIAO UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

8 DELICANO STEVE FRANCIS GARDE FELLOWSHIP BAPTIST COLLEGE 

9 DELIGUIN PRINCESS DIANNE LAULITA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

10 DELIJO ZYRUS ZYRA SADSAD UNIVERSITY OF SAN AGUSTIN 

11 DELLOSA JOSHUA ABRIGO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

12 DELLOSA RICHARD PERALTA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

13 DELMENDO LALAINE ROSE SONDIA SAINT LOUIS UNIVERSITY 

14 DELORIA MARK DARRYL MANSAY RIZAL TECHNOLOGICAL UNIVERSITY 

15 DELOS REYES BERNARD JAIME MASCAREÑAS MARINDUQUE STATE COLLEGE-BOAC 

16 DELOS REYES CLARK TUBOG UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

17 DELOS REYES GENEROSE ADVINCULA PAMANTASAN NG LUNGSOD NG VALENZUELA 

18 DELOS REYES JAMES HUBERT LANSANG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 DELOS REYES JOHN EMMANUEL DE GUZMAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

20 DELOS REYES JUSTIN DANIEL NICOLAS UNIVERSITY OF THE EAST-CALOOCAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT Floor : 3RD Room/Grp No. : 317 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DELOS REYES MARK LESTER TABERNA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

2 DELOS REYES TED MARIUS UNTALAN DE LA SALLE UNIVERSITY-MANILA 

3 DELOS SANTOS AARON ALMAZORA UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

4 DELOS SANTOS ALDREN CADO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 DELOS SANTOS DANN RANDOLF ROMERO UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

6 DELOS SANTOS JASON ZUÑIGA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 DELOS SANTOS JIMBOY MOJECA PHILIPPINE CENTRAL ISLANDS COLLEGE 

8 DELOS SANTOS LEAL JOHN MATEO UNIVERSITY OF THE EAST-CALOOCAN 

9 DELOS SANTOS MICHELLE FLORES POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 DELOS SANTOS MYKE BIRON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 DELOS SANTOS PIOLO GABRIEL MARIANO LYCEUM OF THE PHILIPPINES - CAVITE 

12 DELOS SANTOS RAVEN PEREZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 DELOS SANTOS ZYLE EMAN TAGUIAM SAINT LOUIS UNIVERSITY 

14 DEMERIN ANGELICA EVANGELISTA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 DEMIT ARCHIELLE ROSE CIRIACO HOLY TRINITY COLLEGE OF PUERTO PRINCESA 

16 DEOCAREZA JUDE ATACADOR UNIVERSITY OF RIZAL SYSTEM-MORONG 

17 DEQUILLA PAULO GIEN UNIVERSITY OF MAKATI 

18 DERES REX TEOPE CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

19 DERI CHRISTINE MAEGAN NANEA UNIVERSITY OF THE EAST-MANILA 

20 DERI KATHERINE PARRENO MAPUA MALAYAN COLLEGES LAGUNA(FOR 


MALAYAN COLLEGES LAGUNA) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT Floor : 3RD Room/Grp No. : 318 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DERLA MARK COLLEN ESCALON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

2 DESAMITO MARINETTE VALENZUELA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 DESCALLAR JANE NICOLE ESTRADA UNIVERSITY OF PANGASINAN 

4 DESLATE OLIVER RYAN DACOYCOY PAMANTASAN NG LUNGSOD NG VALENZUELA 

5 DESONO MARK JOSEPH VICTOR UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

6 DESTAJO ADELBERT DE JOSE DIVINE WORD COLLEGE OF LEGAZPI 

7 DETERA JOHN MAVERICK VASQUEZ LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

8 DEVELOS MA. ALLIAH ISABELA BALGOS RIZAL TECHNOLOGICAL UNIVERSITY 

9 DEVERO IVY MARIE LAÑOHAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 DEVEZA JACOB CONDE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

11 DEYTO DYMWELL JOHN TAPERE EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

12 DHUTTI UPINDER SINGH AYUNAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 DIAMANTE ELIJAH HORA CENTRAL COLLEGES OF THE PHILIPPINES 

14 DIAMANTE MARK ADRIAN REYES CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

15 DIANA MICHILLE JOSE SAINT ANTHONY'S COLLEGE-ANTIQUE 

16 DIAÑO BRYAN COLLANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 DIAZ AIZEHL TITONG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 DIAZ ARIES MARQUEZ ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

19 DIAZ CHUCK DAVE GESTUVIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 DIAZ DAVID EMMANUEL DIMARANAN PAMANTASAN NG LUNGSOD NG MAYNILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 DIAZ DIODELO REMULTA PAMANTASAN NG LUNGSOD NG VALENZUELA 

2 DIAZ KATHLEEN JOY BALILING NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

3 DIAZ LENARD AINSLEY TARUC DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

4 DIAZ MARJO HERNANDEZ NATIONAL UNIVERSITY-MANILA 

5 DIAZ MYRDEL CHRISTINE LEYNES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 DIAZ WILLIAM SALIVA EASTERN VISAYAS STATE UNIVERSITY 
(for.LIT)TACLOBAN 

7 DICION CALVIN REY CRESPO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

8 DICION RYAN CEDRICK SANTOS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

9 DIENTE MATT EARLJOHN CAMBA EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

10 DIEZA MARYCAR MARCELLA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

11 DIEZA RICHARD MC HARRISON MAUHAY BATANGAS STATE UNIVERSITY - ALANGILAN 

12 DIGA JENNY ROSE MIGUEL NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

13 DIGAS CHRISTIAN ANDRE CONIENDO UNIVERSITY OF MAKATI 

14 DIGNADICE NAOME SALOMON TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

15 DIGO JOEL ANARNA DE LA SALLE UNIVERSITY-DASMARIÑAS 

16 DILANGALEN CASMER BLAH UNIVERSITY OF THE PHILIPPINES-DILIMAN 

17 DILLENA KIM HAROLD OLAES EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

18 DILOY JOHN CEASAR DE LARA LYCEUM OF THE PHILIPPINES - CAVITE 

19 DIMAALA MHAIZA MAE CARINGAL BATANGAS STATE UNIVERSITY - ALANGILAN 

20 DIMAANO MARK CARLO CASAS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PGT Floor : 3RD Room/Grp No. : 320 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DIMAANO PATRISHA MAE NOCHE BATANGAS STATE UNIVERSITY - ALANGILAN 

2 DIMAANO PAYCEE NICOLE DEVEZA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

3 DIMABAYAO APRIL MARIZ MANGUNE RIZAL TECHNOLOGICAL UNIVERSITY 

4 DIMAGIBA FLORENCE ROSSETTE SANCHEZ UNIVERSITY OF SANTO TOMAS 

5 DIMAGIBA PHILIP ANTONIS SEMBRANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 DIMAPILIS CEEJAY CROWN IGLESIAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 DIMAPILIS ELPIDIO III SALVADOR UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

8 DIMASIN EAGAN GREGORY RUBIO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 DIMATATAC MARIA DIANA PANOPIO AURORA STATE COLLEGE OF TECHNOLOGY 

10 DIMATULAC ERICA FULGADO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 DIMAUN JOYLINE MANALO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

12 DIMAYACYAC HERO CARINGAL BATANGAS STATE UNIVERSITY - ALANGILAN 

13 DIMAYACYAC STEVEN MAULION LYCEUM OF THE PHILIPPINES - CAVITE 

14 DIMAYUGA CINDRELL GACURA RIZAL TECHNOLOGICAL UNIVERSITY 

15 DIMAYUGA JANELLE CARINGAL UNIVERSITY OF BATANGAS 

16 DIMAYUGA NOEL UMALI ADAMSON UNIVERSITY 

17 DINAGUIT JAMIA MAE ANDAYA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

18 DIOLA LOVELYN MANASAN ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

19 DIOLATA JOHN MARK CORPUZ SAINT LOUIS UNIVERSITY 

20 DIOLATA RIELLA ANNE DEL VALLE TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 1ST Room/Grp No. : 105 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DIONEDA AR JAY DELA ROSA CENTRAL COLLEGES OF THE PHILIPPINES 

2 DIONEDA MA CLAUDIA PRECILLA ORBON SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

3 DIONIO GIESSELLE FAYE BAUTISTA QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

4 DIONISIO MIKAEL FRANCIS HERNANDEZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

5 DIOSO MICHAEL JOHN SABIGAN QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

6 DIRECTO CORENE RAMIREZ PALAWAN POLYTECHNIC COLLEGE, INC. 

7 DIRECTO SHAINA LEI LIBAN NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

8 DISOMANGCOP MOHAMAD FAIZ, JR POLOWA PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

9 DITCHON GODOFREDA MONCEDA RIZAL TECHNOLOGICAL UNIVERSITY 

10 DIVINA DIANNE DRACULAN UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

11 DIVINA JEDIDIAH LOVE FRAYRES SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

12 DIVINA PHILIP JUDE ESTRADA ATENEO DE NAGA UNIVERSITY 

13 DIZON AVELINO JR SAMONTE LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

14 DIZON CARMELA FABIAN DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

15 DIZON DANE EMERSON PAUCO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

16 DIZON FRANCISCO ENRIQUE TAN DE LA SALLE UNIVERSITY-MANILA 

17 DIZON FRANCO REGINO BORDONADA ATENEO DE NAGA UNIVERSITY 

18 DIZON JAMES PATRICK CALLO NATIONAL UNIVERSITY-MANILA 

19 DIZON JOSHUA MICHAEL BANGAYAN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

20 DIZON KATHERINE LOUISSE FRANCISCO UNIVERSITY OF SANTO TOMAS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Floor : 1ST 
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Room/Grp No. : 107 


Seat Last Name First Name Middle Name School Attended 

No. 

1 DIZON KATHLENE ANN ANDAYA AURORA STATE COLLEGE OF TECHNOLOGY 

2 DIZON MARIE NICHOLE ANNRAE GERAL MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

3 DIZON MIKE ELWIN VERGARA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 DOCA ELEANOR QUIZZAGAN UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

5 DOCTOR CEASAR IAN AG-A MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 DOCTOR CHRISTIAN LANZ SOBREVEGA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 DOLIGUEZ RHEA MAE COLOMA MINDANAO STATE UNIVERSITY-GEN. SANTOS 
CITY 

8 DOLLAGA JOSUA BERNABE ADAMSON UNIVERSITY 

9 DOLOR JOANNA PESITO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 DOLOR JOEMER JOERGE ERESARE ATENEO DE NAGA UNIVERSITY 

11 DOLOR TRIZTAN JHAN MARIÑAS ALDERSGATE COLLEGE 

12 DOMA MARK BENEDICK CRUZ PAMANTASAN NG LUNGSOD NG VALENZUELA 

13 DOMANTAY EDGAR ANGELES NEW ERA UNIVERSITY 

14 DOMATO JANIFA DOMATO PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

15 DOMENDEN JAYSON PASIGAN RIZAL TECHNOLOGICAL UNIVERSITY 

16 DOMING NICOLE ANNE MASANGA ADAMSON UNIVERSITY 

17 DOMINGO ADRIAN CHRISTOPHER MONTERAS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 DOMINGO FRANKIE JR DIZON FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

19 DOMINGO JOHN WEBSTER BANEZ UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

20 DOMONDON CEDDIE BOIE PARILLA PAMANTASAN NG LUNGSOD NG MAYNILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : MANILA CENTRAL UNIVERSITY (MCU) 


PROFESSIONAL REGULATION COMMISSION 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A 


MANILA 


CIVIL ENGINEER 
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Floor : 1ST 


Room/Grp No. : 108 


Seat Last Name First Name Middle Name School Attended 

No. 

1 DONATO GENE CHRISTIAN CORCUERA NEW ERA UNIVERSITY 

2 DONDONAN JOSHUA BANAGA ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

3 DONGETO MARK ALLEN HEGINA ADAMSON UNIVERSITY 

4 DONIEGO JOVANY CABICO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 DORADO JANNIE LYN SUAREZ CATANDUANES STATE UNIVERSITY VIRAC 

6 DORADO JHON RHOVIC MENDOZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 DORADO SEAN CARLO MUHI TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 DORIA DAVE ROSWELL RAMOS LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

9 DORIA JOHN ALBERT ESQUILLO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

10 DORINGO LADY ROSE TATO CATANDUANES STATE UNIVERSITY VIRAC 

11 DOROJA VICTOR V CANDA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

12 DOROPAN RIC ROGER DIEZ CENTRAL COLLEGES OF THE PHILIPPINES 

13 DORUELO JOSHUA GERARD AQUINO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

14 DOSIL MYLENE VALIENTE CENTRAL COLLEGES OF THE PHILIPPINES 

15 DOTADO STEPHEN EBORA UNIVERSITY OF BATANGAS 

16 DRAPIZA JOLINA RAPACON UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

17 DRIZ ROB VINCENT GERONIMO UNIVERSITY OF BATANGAS 

18 DUAY JAN GLEMARSON AGRIPA UNIVERSITY OF THE EAST-CALOOCAN 

19 DUCADO MARC STEVEN UNGSOD UNIVERSITY OF ANTIQUE-SIBALOM 

20 DUCANTE GERAND PEDROSA EMILIO AGUINALDO COLLEGE-DASMARIÑAS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 2ND Room/Grp No. : 202 

Seat Last Name First Name Middle Name School Attended 

No. 

1 DUCUSIN HECTOR SORIANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 DUDOS KEYCIELYN GUEVARRA UNIVERSITY OF THE EAST-CALOOCAN 

3 DUE MARC CONRAD MERCADO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

4 DUEÑAS LEAZEL MARTINEZ UNIVERSITY OF BATANGAS 

5 DUERO ELYN GUTUAL SOUTHERN MINDANAO COLLEGES 

6 DUFALE RUBY MAY ANAQUE ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

7 DUGAY JOHN PAUL FIESTA DIVINE WORD COLLEGE OF LAOAG 

8 DUGURAN JAEL OCTAVO CENTRAL COLLEGES OF THE PHILIPPINES 

9 DUJALI JANNIELLE MORAL PAMANTASAN NG LUNGSOD NG MAYNILA 

10 DULA CASEY DENISE MALLARE DE LA SALLE UNIVERSITY-DASMARIÑAS 

11 DULAY KHATHRENE JOY ESTRELLA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 DULAY MARINELLIE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 DULAY PACO MOREL ROLLUQUI FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 DULCE RODANTE JR. GONZALES POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 DULDULAO ALLANE DIANNE AGCAOILI NORTHWESTERN UNIVERSITY 

16 DULFO JOHN MARK ARAZA CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

17 DUMAGAT HAZEL ANNE GAMBOA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

18 DUMAGUIT BRYAN BROÑOLA EASTERN VISAYAS STATE UNIV. (FOR. L.I.T.)- 
ORMOC CAMPUS 

19 DUMALAG CHRISTIAN REJUSO UNIVERSITY OF MANILA 

20 DUMALAG RALPH JERALD MAHANLUD UNIVERSITY OF SAN AGUSTIN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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2ND Room/Grp No. : 204 


Seat Last Name First Name Middle Name School Attended 

No. 

1 DUMALANTA MARY CESARIUS RABAGO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

2 DUMALLEG BREILE KYREE DALANAO SAINT LOUIS UNIVERSITY 

3 DUMANAY PATRICK IAN ALCANTARA ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

4 DUMANDAN JIANNE DANE ILANO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

5 DUMAYAGO CHARMAGNE KISSAIE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

6 DUMLAN MARKUS TAN DE LA SALLE UNIVERSITY-MANILA 

7 DUMLAO DEXTER BANADERA ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

8 DUMO CIELO ANGELINE BELARDO ADAMSON UNIVERSITY 

9 DUQUE JOUIEKALLE ERICA CORPIN UNIVERSITY OF RIZAL SYSTEM-ANTIPOLO 

10 DURAL ROGER ESPINA PAMANTASAN NG LUNGSOD NG MAYNILA 

11 DURAN JOHN MARK LEGASPI NEW ERA UNIVERSITY 

12 DURAN YANNAH RHODORA PADUAL PAMANTASAN NG LUNGSOD NG VALENZUELA 

13 DURANTE RON JAY TINO UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

14 DURON VANESSA CABILLO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

15 DY ALDRINE CARL ALARCIO NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

16 DY BLENN ROMBAOA PHILIPPINE CENTRAL ISLANDS COLLEGE 

17 DY NICOMAR CUNANAN UNIVERSITY OF MANILA 

18 DY ROYCE YEE DE LA SALLE UNIVERSITY-MANILA 

19 DYSANGCO JANELLE CABRAL BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

20 EATA GEORGE MARCO ESPINOSA TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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2ND Room/Grp No. : 209 


Seat Last Name First Name Middle Name School Attended 

No. 

1 EBERO RUTHER PUNZALAN PAMANTASAN NG LUNGSOD NG MAYNILA 

2 EBIAS LEIZEL LAGRIA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

3 EBONA RONIEL SAMONTE CAMARINES NORTE STATE COLLEGE-DAET 

4 EBORDA ZACH MIGUEL NAZ ATENEO DE NAGA UNIVERSITY 

5 EBUSEO AUDREY JAY ARGAMASO NEW ERA UNIVERSITY 

6 ECARUAN CZARINA MALAY PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

7 ECHANES JAIME JR. DELA CRUZ ISABELA STATE UNIVERSITY-ILAGAN 

8 ECO MARCK ROJO CAMARINES NORTE STATE COLLEGE-DAET 

9 EDADES REYSHEL BALISCAO UNIVERSITY OF THE EAST-CALOOCAN 

10 EDNALAGA PETER GEORGE ELAMPARO UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

11 EDQUIBAN MARY JOYCE VIRGO PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

12 EDRALIN MARLOU VICTOR AGPAOA UNIVERSITY OF LA SALETTE-SANTIAGO 

13 EDRIS ABDULRAHMAN HADJI MALIK PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

14 EDROSOLO KATRINA DOMASIAN PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

15 EDUSADA DENIEL CUSTODIO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

16 EGUIA MARVIN OBRADOR UNIVERSAL COLLEGES OF PARANAQUE 

17 EGUIA XAN SETH CLEMENTE LYCEUM OF THE PHILIPPINES - CAVITE 

18 EIZAGUIRRE BELLE JEREMIE PINEDA PAMANTASAN NG LUNGSOD NG MAYNILA 

19 EJERA RAPHAELA LOIS HERNANDO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

20 ELAGIO JERALDINE MANALO LYCEUM OF THE PHILIPPINES-LAGUNA 


(for. LYCEUM INST.OF TECH) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 ELAMPARO JARED ADRIEL PRESNEDI UNIVERSITY OF THE PHILIPPINES-DILIMAN 

2 ELANO JEANNE CHRISTINE BOTIN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

3 ELARDE CAIRA CAY POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

4 ELCA ERIC EDGAR AVERION LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

5 ELCA PAULINE MAE ELNAR LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

6 ELE REGIE DANAO CENTRAL COLLEGES OF THE PHILIPPINES 

7 ELEAZAR CHRIST JOHN FERNANDO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

8 ELECCION JOHN PAUL FLORENDO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

9 ELEJORDE IVY ARANDIA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

10 ELEPAÑO MAY MANUEL UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

11 ELGUIRA ANDREI DERRIKK ERGUIZA UNIVERSITY OF PANGASINAN 

12 ELIANG BRYAN GABRIEL CABOTAJE RIZAL TECHNOLOGICAL UNIVERSITY 

13 ELIGIO JOHN MICHAEL SABADO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

14 ELISEO JASPER AUREL MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 ELIZALDE JORELYN CARO WESTERN PHILIPPINES UNIV.(for. PALAWAN 
N.A.C)-ABORLAN 

16 ELLORDA ANTHONY DANTE JR CALIZO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 EMATA AMIEL CHRISTIAN VITO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 EMBERGA THOMAS VINCENT VALIENTE UNIVERSITY OF SANTO TOMAS 

19 EMBIDO JOEL ABELLANO AQUINAS UNIVERSITY 

20 EMPENO JOSHUA IMMANUEL MENDOZA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 EMPERADO TRISHA MAE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 EMPRESE KYLA XHANE SANTOS EMILIO AGUINALDO COLLEGE-DASMARINAS 

3 ENAGE KARL CHRISTIAN TAN CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

4 ENCARNACION JEAN RACHELLE CANELA RIZAL TECHNOLOGICAL UNIVERSITY 

5 ENCINA KYLE DEL ROSARIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 ENCINAS BEATRIZ CABRERA ADAMSON UNIVERSITY 

7 ENCONADO ROBERT PATRICK ROTAIRO ADAMSON UNIVERSITY 

8 ENDAYA JENIROSE GARCIA BATANGAS STATE UNIVERSITY - ALANGILAN 

9 ENDAYA MICHAEL ANDREW AGOJO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

10 ENDOZO IRENE BITANG POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

11 ENESIO KRISHA GENETIA BICOL UNIVERSITY-LEGAZPI 

12 ENGUTAN KENT LAMBERT FRUGAL DE LA SALLE UNIVERSITY-DASMARIÑAS 

13 ENRILE ALFRED LOUIS JR ALFILER MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

14 ENRILE MYKA MARIE AZURAN ATENEO DE NAGA UNIVERSITY 

15 ENRIQUEZ HENRICH DE SAGUN CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

16 ENRIQUEZ JESS PHER BANAGA BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

17 ENRIQUEZ KATHRENE SANTOS TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

18 ENRIQUEZ MAICA ANDRES CENTRAL LUZON STATE UNIVERSITY 

19 ENRIQUEZ MERICLAIRE SICAT UNIVERSITY OF THE EAST-CALOOCAN 

20 ENRIQUEZ RANIEL LLOYD SAN JUAN TECHNOLOGICAL UNIVERSITY OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 ENRIQUEZ RAPHAEL CANTILLON UNIVERSITY OF SANTO TOMAS 

2 ENTILA WILLIAM GREGORIO UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

3 ENVERGA LARS DOMINIC ESCABILLA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

4 ERESE JOHN RONNEL ALIGORA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

5 ERESE REYMOND ESTRELLA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 ERLANO RUTH NENE EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

7 ERMINO ALBERT ERLANO SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

8 ERMINO SYRA REGALARIO SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

9 ERMITA ALESSANDRA LOUISE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 ERO JAPHET JAY EDANO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

11 ERRO DENNIS NAVIDAD EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

12 ERUM JANIKA XYLLIN PASIGA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 ESBIETO MARK JOSEPH SIM PHILIPPINE CENTRAL ISLANDS COLLEGE 

14 ESCALANTE IAN PATRICK GARALDE UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

15 ESCALERA JOSHUA LEGO NATIONAL UNIVERSITY-MANILA 

16 ESCAÑO GLENN RAINMAR MADRID CENTRAL LUZON STATE UNIVERSITY 

17 ESCAÑO JOHN LESTER MISLANG VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

18 ESCAÑO NORBERT CAMANGEG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 ESCAÑO SALVE ANN MARIE ABAN UNIVERSITY OF SANTO TOMAS 

20 ESCARILLO TRISHA MAE PADRON EASTERN VISAYAS STATE UNIVERSITY 


(for.LIT)TACLOBAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 ESCLETO JAIMEE ANGELIQUE ARCONADA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

2 ESCOBAR DIANNE NICOLE BUENAFE RIZAL TECHNOLOGICAL UNIVERSITY 

3 ESCOLANO JOSHUA ESPINOL SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

4 ESCOMIENDO ARGELON BUCCAHI IFUGAO STATE UNIVERSITY (for. IFUGAO SCAF)- 
LAGAWE 

5 ESCOTO SERGIO GILBERT III CENIT UNIVERSITY OF SANTO TOMAS 

6 ESCRITO CRENESA MARIE MARAJAS LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

7 ESER KYLE JUSHUA ZARAGOZA EMILIO AGUINALDO COLLEGE-DASMARINAS 

8 ESGUERRA ALLEN KAYE ALCAZAR EMILIO AGUINALDO COLLEGE-DASMARINAS 

9 ESGUERRA CRISELLE ANN GALERO UNIVERSITY OF RIZAL SYSTEM-MORONG 

10 ESGUERRA EDRIL OWEN DEL ROSARIO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

11 ESGUERRA IVAN JOHN SANCHEZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

12 ESGUERRA MARIO III PAGKALINAWAN COLEGIO DE MUNTINLUPA 

13 ESGUERRA NATASHA DOMINIQUE QUINTO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 ESGUERRA PRINCESS EUNICE FRANCISCO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

15 ESMANE JAYSON MATAS RIZAL TECHNOLOGICAL UNIVERSITY 

16 ESMERALDA VINCENT JON LLAGAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 ESPALTO JERALD VARGAS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

18 ESPAÑA JOSE LORENZO EUGENIO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

19 ESPAÑOL BRYAN GO DE LA SALLE UNIVERSITY-MANILA 

20 ESPAÑOLA LYRA MAE MAGTIBAY CENTRAL COLLEGES OF THE PHILIPPINES 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 ESPARAGOZA FAITH COSIO FAR EASTERN UNIVERSITY-MANILA 

2 ESPEDIDO JASON ESTAYAN SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

3 ESPEJO JASPER REX PASUGNOD CENTRAL LUZON STATE UNIVERSITY 

4 ESPEJO JODI RUTH DELA ROSA TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

5 ESPELETA CRISPIN JUN PAJUAY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 ESPELETA GLENDA ILAGAN BATANGAS STATE UNIVERSITY - ALANGILAN 

7 ESPELETA SOFIA DANIELLE ELLOSO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

8 ESPEÑA JOHN REX PELAGIO UNIVERSITY OF NUEVA CACERES 

9 ESPENIDA J.E REGIO PAMANTASAN NG LUNGSOD NG VALENZUELA 

10 ESPENILLA ALVIN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 ESPEÑO CHRISTOPHER SINGCO PHILIPPINE CENTRAL ISLANDS COLLEGE 

12 ESPERANZA RENZ FERRERAS AURORA STATE COLLEGE OF TECHNOLOGY 

13 ESPERON RALPH ANDREW GRAVADOR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 ESPIÑA JESSA MARIANNE DE LOS SANTOS UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

15 ESPINO CRYSTAL GEM LINGBAWAN ARAULLO UNIVERSITY 

16 ESPINO DEM MICHAEL AUSTRIA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

17 ESPINO JINIEL MINOR TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

18 ESPINO MARK LEVI CAPIRAL UNIVERSITY OF THE EAST-CALOOCAN 

19 ESPINO PRINCESS JOYCE SALCEDO UNIVERSITY OF BATANGAS 

20 ESPINOLA GIEZELLE JANE DELA CRUZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 


E.A.C.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 ESPINOLA LEAZEL ALCEDO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

2 ESPINOSA ARA SUMALAGUE HOLY TRINITY COLLEGE OF PUERTO PRINCESA 

3 ESPINOSA DARYLL SARMIENTO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 ESPINOSA [ARON KURT SAN JUAN CAMARINES NORTE STATE COLLEGE-DAET 

5 ESPINOSA MARIENNE SOPHIA DIMACULANGAN UNIVERSITY OF SANTO TOMAS 

6 ESPINOZA KEN ERIC MANASAN DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

7 ESPINOZA NIKKINEL ALFON EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

8 ESPIRITI IAN KENNETH GLENDRO RIZAL TECHNOLOGICAL UNIVERSITY 

9 ESPIRITU GERALD JOE TINGA NEW ERA UNIVERSITY 

10 ESPIRITU KENNETH JOHN MARIANO NATIONAL UNIVERSITY-MANILA 

11 ESPISUA MARY NICHOLLE GABRIEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 ESPLANA LEZZIE MAI MILLOR RIZAL TECHNOLOGICAL UNIVERSITY 

13 ESPORTUNO SHANNEN FELEO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 ESPULGAR SYRINE INGRID ROBLES UNIVERSITY OF SOUTHERN MINDANAO- 
KABACAN 

15 ESQUILLA ANGELIQUE AMACIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 ESQUILLO ANNE KAISHELLE DIMAGUILA UNIVERSITY OF RIZAL SYSTEM-MORONG 

17 ESTABILLO ARA MARI ARGUELLES VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

18 ESTABILLO CHARLOTTE LYAN MARQUEZ BAGUIO CENTRAL UNIVERSITY 

19 ESTACIO MARIA SOPHIA AZARCON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

20 ESTAÑA RUSSEL CHRIS JUAN UNIVERSITY OF ANTIQUE-SIBALOM 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 ESTANDIAN LIZA SAPASAP TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

2 ESTANISLAO CARLOS MIGUEL SAMONTE FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

3 ESTANISLAO DEX RYAN NONO ARAULLO UNIVERSITY 

4 ESTANQUE DARREN SIPAT LYCEUM OF THE PHILIPPINES - CAVITE 

5 ESTARES JOHN DAVE ESCOBEDO SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

6 ESTAVILLO KIMBERLY ANN CASTRO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 ESTEBAL XAVIER ATIENZA WESTERN INSTITUTE OF TECHNOLOGY 

8 ESTEFANIO BIANCA MICHAELA MANGILIT MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 ESTERIA PATRICK LAMPAR UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

10 ESTEVE NICOLE ANNE BALATAN CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

11 ESTEVES JANICE DACURONG UNIVERSITY OF LUZON (LUZON COLL.) 

12 ESTILLORE JOHANNA MARIE TABUZO DE LA SALLE UNIVERSITY-DASMARIÑAS 

13 ESTIPONA JOSHUA ESPENOCILLA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 ESTOQUIA RICKY TEBIGAR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 ESTOY FRANKLIN GRABILLO CEBU TECHNOLOGICAL UNIVERSITY-TUBURAN 
(for.CSCST) 

16 ESTRADA ERROL JEFTE ACE ALMUETE FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

17 ESTRADA JOHN ROLF MANUEL UNIVERSITY OF LUZON (LUZON COLL.) 

18 ESTRADA RICAH MAE MANINGAS CENTRAL LUZON STATE UNIVERSITY 

19 ESTRADA THOM CHARLES REMIAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 ESTRELLA ANNA PAMELA DE JESUS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 ESTRELLA GIRLEANNE JOY RODIL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 ESTRELLA MARK PATRICK OSTREA UNIVERSITY OF THE EAST-CALOOCAN 

3 ESTRELLA PAULA BIANCA ILOG UNIVERSITY OF THE EAST-CALOOCAN 

4 ESTRELLA ROSE ANN FERRER TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

5 ESTUARIA EMMANUEL JOHN LUMANLAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 EUGENIO ALEJANDRO DELA VEGA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

7 EUGENIO CATHERINE JANE VELASCO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

8 EUGENIO CHANEL ANNE PAMANTASAN NG LUNGSOD NG MAYNILA 

9 EUGENIO EARL JOHN DIZON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 EUGENIO JEDFERSON OSORIO UNIVERSITY OF THE PHILIPPINES-DILIMAN 

11 EUGENIO JOHN ROTSEN PORLUCAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 EUGENIO RONALEE VIA RUBIANO NEW ERA UNIVERSITY 

13 EULALIA GARY LLOYD CORONADO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

14 EUROPEO CHARISSE GIFT PALAGANAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 EVALLE ERNESTO ANDAYA SAINT LOUIS COLLEGE OF SAN FERNANDO 

16 EVANGELISTA ANDREA YSABEL MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

17 EVANGELISTA AUBREY MONIQUE CULANAY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 EVANGELISTA JOSHUA LUCIDO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

19 EVANGELISTA KHRISTINE MARI EDEZA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

20 EVANGELISTA LESLIE JHOYCE LARGO UNIVERSITY OF BATANGAS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 EVANGELISTA MARIE JOY TOBEO BATANGAS STATE UNIVERSITY - ALANGILAN 

2 EVANGELISTA MICHAELLA QUIROZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

3 EVANGELISTA NOEL BENEDICT BISA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

4 EVARDONE IAN JAKE MADEJA EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

5 EVARISTO MARY GRACE COCJIN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

6 EVASCO JEROME PALMENCO RIZAL TECHNOLOGICAL UNIVERSITY 

7 EVIOTA DHANRICK AGUALLO PAMANTASAN NG LUNGSOD NG VALENZUELA 

8 EVITE KIM ALLEN SUNER TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 EXCONDE BERNADETTE MIA LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

10 EXIOMO REANNA APRIL CACAL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

11 FABABEIR ARLENE LLANZANA ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

12 FABELLON JAIRY FAJUT ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

13 FABELLON STEPHEN KENT FETALCORIN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 FABIAN CHRISTINE MALLARES FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

15 FABIAN REINARD CARIÑO TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

16 FABIAÑA HECTOR ANDREW ROSARIO COLEGIO DE DAGUPAN (for.COMPUTRONIX 
COLL) 

17 FABILLAR KRISSY MHAE LIMON UNIVERSITY OF THE EAST-CALOOCAN 

18 FABIO DARREN GULAPA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

19 FABITO DREXTHER JAY FALCUTILA ROMBLON COLLEGE 

20 FABREGAS CLARK FESARITON EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 


SCIENCE & TECHNOLOGY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 3RD Room/Grp No. : 309 


Seat Last Name First Name Middle Name School Attended 

No. 

1 FABRIQUE LOUIE JAMES RICO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

2 FABROS MA. CHINIE AYN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 FACIOL JENNETH OBRA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

4 FACUN KENTH JHON TURATO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

5 FACUN RUBELAINE AQUINO UNIVERSITY OF PANGASINAN 

6 FAELDEN MARK ANGELO CABUCO UNIVERSITY OF MAKATI 

7 FAELDONIA SHERRA MANSINADEZ ZAMBOANGA CITY STATE POLYTECHNIC 
COLLEGE 

8 FAIGAO ALLIAH JANINE FERRANCULLO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 FAILADONA RHENZEL MALLETE CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

10 FAINA NIKKA THERESE MANALO WESTMEAD INTERNATIONAL SCHOOL 

11 FAJARDO ADRIAN CARLO ABECILLA UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

12 FAJARDO ANGELICA TORRES BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

13 FAJARDO BRIAN JAMES BUENAFE UNIVERSITY OF NUEVA CACERES 

14 FAJARDO JESELLE HISARZA SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

15 FAJARDO MICKAELLA JOY MENDEZ UNIVERSITY OF THE EAST-MANILA 

16 FAJILAGOT JILL ANGELIQUE HERNANDEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 FAJURA ARCHIE RAY BACHICHA ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

18 FAJUTAG PAUL RUBA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

19 FALCUTILA SARAH PEARL LAYAS UNIVERSITY OF THE PHILIPPINES-DILIMAN 

20 FALLA JOHN JERICK GELIS JOHN PAUL COLLEGE 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 3RD Room/Grp No. : 310 

Seat Last Name First Name Middle Name School Attended 

No. 

1 FALLARCO MAE LIZA SERVILLON UNIVERSITY OF MAKATI 

2 FALLARIA RL IVERSON CABAGAY UNIVERSITY OF SANTO TOMAS 

3 FALLORAN TWYLA CAFE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 FALLURIN GWYN LEE MARIVELES POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 FAMILARA RILLY SOLEDAD ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

6 FANEGA NICHOLAS ANTONIO ABENDAN DE LA SALLE UNIVERSITY-MANILA 

SALVADOR 

7 FARGAS GHIA CHERELLE GUTIERREZ DE LA SALLE UNIVERSITY-DASMARINAS 

8 FATALLA PRINCESS JHANESSA ARCABAL MARINDUQUE STATE COLLEGE-BOAC 

9 FAUSTINO ERIZEL JOHN PEREZ EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

10 FEBRERO EMMIE REY ABELLON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 FEDERE ALYSSA SEGRID FRAGATA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

12 FEDERICO SHOMER ISRAEL FABELLON UNIVERSITY OF BATANGAS 

13 FEIR CARL AJEN VILORIA ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

14 FELICIANO JEROME PARICO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

15 FELIPE CESAR JHON DE JESUS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 FELIPE REDEN RAMOS CENTRAL LUZON STATE UNIVERSITY 

17 FELIX RYSELL DE LEON UNIVERSITY OF RIZAL SYSTEM-MORONG 

18 FELIZARTA NIKKA SASO LYCEUM OF THE PHILIPPINES - CAVITE 

19 FELIZARTE IAN RIC CALALIN PALAWAN STATE UNIVERSITY-P. PRINCESA 

20 FELLO MARK JEREMIE RODIL LYCEUM OF THE PHILIPPINES - CAVITE 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : 311 


Seat Last Name First Name Middle Name School Attended 

No. 

1 FENETE BOMEL GONZAGA UNIVERSITY OF ANTIQUE-SIBALOM 

2 FERANGCO KARLA MAY MEDINA UNIVERSITY OF BATANGAS 

3 FERIA LORD JAYVEE DELOS SANTOS PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

4 FERNANDEZ CHARZE VALDEZ UNIVERSITY OF LA SALETTE-SANTIAGO 

5 FERNANDEZ CHRISTINE ANNE DUMAGUIN SAINT LOUIS COLLEGE OF SAN FERNANDO 

6 FERNANDEZ CORNELIO III JASON LYCEUM OF THE PHILIPPINES - CAVITE 

7 FERNANDEZ EMMANUEL PATRICK CASTILLO UNIVERSITY OF SANTO TOMAS 

JEREMIAH 

8 FERNANDEZ JOHN EDWARD SIBAYAN QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

9 FERNANDEZ JOHNRIC AARON MONSANTO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 FERNANDEZ JOMIL BRYAN ATIENZA UNIVERSITY OF SANTO TOMAS 

11 FERNANDEZ JOSEPH JEW FRANCISCO UNIVERSITY OF RIZAL SYSTEM-MORONG 

12 FERNANDEZ JOSHUA IVAN OLACO EMILIO AGUINALDO COLLEGE-DASMARINAS 

13 FERNANDEZ MA JANINE JOCHEL MUNOZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

14 FERNANDEZ MARK JEFFER COLLADO RIZAL TECHNOLOGICAL UNIVERSITY 

15 FERNANDEZ MARY JANE HABIL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

16 FERNANDEZ MATTHEW MACAYSA MARINDUQUE STATE COLLEGE-BOAC 

17 FERNANDEZ PATRICK CESTINA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

18 FERNANDEZ PRINCESS IRA TRINIDAD UNIVERSITY OF THE EAST-MANILA 

19 FERNANDEZ VINCE DALE CINENSE ARAULLO UNIVERSITY 

20 FERNANDO JEROME PAULE NUEVA ECIJA UNIVERSITY OF SCIENCE & 


TECHNOLOGY-CABANATUAN) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 3RD Room/Grp No. : 312 


Seat Last Name First Name Middle Name School Attended 

No. 

1 FERNANDO MA. EVITA MARTIN CENTRAL LUZON STATE UNIVERSITY 

2 FEROLINO CLAIRE DIANNE MORALES MARINDUQUE STATE COLLEGE-BOAC 

3 FERRANCULLO JAMES BAGALLON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 FERRER CHARLES DARWIN HIDAMA MANUEL L. QUEZON UNIVERSITY 

5 FERRER GLEIZEL JOYCE CAYABYAB PANGASINAN STATE UNIVERSITY-URDANETA 

6 FERRER GREGORIO EMBAJADOR UNIVERSITY OF PANGASINAN 

7 FERRER JAIZEN JOHN VIZMANOS UNIVERSITY OF THE EAST-CALOOCAN 

8 FERRER JANELLA GAIL SABILE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 FERRER NIKKO SADDARAMIL UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

10 FERRER ROLYZA PEARL SABALLA DE LA SALLE UNIVERSITY-MANILA 

11 FERRER SHEIM LENNART MEDINA UNIVERSITY OF SANTO TOMAS 

12 FERRERA RUTH CULAR EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

13 FESTIN AUDWIN GAREY GUSTILO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 FETALINO MARIAN KATE FALCUTILA ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

15 FETALINO MICHELLE SOLIS MANUEL L. QUEZON UNIVERSITY 

16 FETALVER JILL GABAY ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

17 FETALVERO JOHN JOSHUA GO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 FETALVERO LANCE ANDRE CABALQUINTO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 FETALVERO NICAH CASSANDRA FABELLON TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

20 FIDEL JOHN REY ESPANTO CENTRAL COLLEGES OF THE PHILIPPINES 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : MANILA CENTRAL UNIVERSITY (MCU) 


PROFESSIONAL REGULATION COMMISSION 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor: 


4TH Room/Grp No. : 401 


Seat Last Name First Name Middle Name School Attended 

No. 

1 FILLARCA JIMSON MARTINO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

2 FINEZA ROLANDO JR BARCELO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 FIRMALAN SHAINA MARIE RADAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

4 FLAVIER JOSELITO PANA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

5 FLOR RONNIE SURVIDA NEW ERA UNIVERSITY 

6 FLORA EZEKIEL DAVE BASANEZ DE LA SALLE UNIVERSITY-DASMARINAS 

7 FLORA KARL EUGENE CARBONELL URDANETA CITY UNIVERSITY (CCU) 

8 FLORALDE IVAN GALLEGO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

9 FLORDELIZ JONALYN LICUD TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 FLORDELIZ SARAH LOPEZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

11 FLORECE KIMBERLY JOYCE PAGLINAWAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 FLORECE SHELLY DEBORA MAE CERVANTES CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

13 FLORENTINO JHARO ALCANTARA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

14 FLORES ALLIAH MAE BAUTISTA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 FLORES ALYSSA JANE BARUEL NATIONAL UNIVERSITY-MANILA 

16 FLORES BRODERICK VILLARMINO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

17 FLORES CRESSEL LYCIE PEDRAZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 FLORES HARROLD MOISES MANESE UNIVERSITY OF THE EAST-CALOOCAN 

19 FLORES JAN PAOLO EDER MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

20 FLORES JESSICA BIATRIZ CASTILLEJO LAGUNA STATE POLYTECHNIC UNIVERSITY- 


STA CRUZ (LSPC) former (LCAT) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 4TH Room/Grp No. : 402 


Seat Last Name First Name Middle Name School Attended 

No. 

1 FLORES NEILL SURCO UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

2 FLORES NICOLE JANE LOPEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 FLORES NOREEN GRACE VILLANUEVA RIZAL TECHNOLOGICAL UNIVERSITY 

4 FLORES ORLANDO JR PASION PHILIPPINE CENTRAL ISLANDS COLLEGE 

5 FLORES ROCHELLE MARY SANGALANG SAINT LOUIS UNIVERSITY 

6 FLORES ROVELLIE VILLANUEVA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

7 FLORES RUZELLE MAY RODRIGUEZ LYCEUM OF THE PHILIPPINES - CAVITE 

8 FLORES SEBASTIEN MARK FLORES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 FLORIDO LEI ANN REDADO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

10 FODRA ANDREA LYNN ORTEGA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 FODRA KATE JOHANNAH GREGORIO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

12 FODULLA FRANCIS LORAINE FOJA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 FOLLEDO WALTER CASTAÑEDA CENTRAL COLLEGES OF THE PHILIPPINES 

14 FONSECA KATHLYN ANNE JOI VILLALUZ NEW ERA UNIVERSITY 

15 FONTANILLA CHRISTIAN JOHN BERNABE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 FONTANILLA JOHN MICHAEL PIGAO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

17 FORCA JASON TAGAYON ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

18 FORCA KEIZEL BIASON JOHN PAUL COLLEGE 

19 FORCADAS CHARISSE FETALVERO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

20 FORMANES RENZO ALLEN NEW ERA UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 4TH Room/Grp No. : 403 


Seat Last Name First Name Middle Name School Attended 

No. 

1 FORMELOZA CHRISTIAN DALE EDANGAL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 FORMENTO BRYAN JOSEPH NIERVES BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

3 FORNOSDORO ALYSSA MAE AGUILAR CENTRAL COLLEGES OF THE PHILIPPINES 

4 FORTICH FRANZJOHN CAMPOS UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

5 FORTIN ARVIN JAY DE GUZMAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 FORTU STEPHEN FONTEJON ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

7 FORTUNA JOEWYNN JR GUDACA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 FORTUNATO AFRAEL ZANDRIX MORADA NEW ERA UNIVERSITY 

9 FRADES CEDRIC JOSEMARI CASANOVA NATIONAL UNIVERSITY-MANILA 

10 FRANADA NARESTE FAITH EGARAN CENTRAL LUZON STATE UNIVERSITY 

11 FRANCA JOHN REY MENDOZA PAMANTASAN NG LUNGSOD NG MAYNILA 

12 FRANCIA KAREN JOY CARPIO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

13 FRANCIA RYAN TATARO CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

14 FRANCISCO AILLEN NIEL ZIMVA CELON DIVINE WORD COLLEGE OF CALAPAN 

15 FRANCISCO BEGIE BERDIN UNIVERSITY OF MANILA 

16 FRANCISCO BRYAN TRACY MACASINAG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 FRANCISCO CHRISTIAN CANOSA NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

18 FRANCISCO CHRISTINE PAOLA BAUTISTA UNIVERSITY OF THE EAST-CALOOCAN 

19 FRANCISCO DEXTER JAY ESCLAMADO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 FRANCISCO DYAN CLARICE MATAWARAN UNIVERSITY OF RIZAL SYSTEM-MORONG 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 
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MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Building : NEW BASIC EDUC-A Floor : 4TH Room/Grp No. : 404 

Seat Last Name First Name Middle Name School Attended 

No. 

1 FRANCISCO FELNIDA MAYUYO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

2 FRANCISCO JO VIRJILLO II TEODORO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 FRANCISCO JOHN DAVID GRAVOSO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 FRANCISCO JOHN LESTER BONGO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 FRANCISCO KERVIN LANARIO MARINDUQUE STATE COLLEGE-BOAC 

6 FRANCISCO LORIE BELL SIBAYAN NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

7 FRANCISCO MAUI JOHN PALERO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

8 FRANCISCO MIRANELLA BARING ADAMSON UNIVERSITY 

9 FRANCISCO PATRICIA ELLAINE HOLY TRINITY COLLEGE OF PUERTO PRINCESA 

10 FRANCISCO RHOY PAMINDANAN NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

11 FRANCISCO RODMAN GIRAY UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

12 FRANCISQUITE MARK ANN OCAMPO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

13 FRIALA JOSE ARN RAZALAN UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

14 FRIAS ALDRIAN CAMBA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 FRIAS ELDRICH JOHN BAYAN NATIONAL UNIVERSITY-MANILA 

16 FRIAS KENETH RAMOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 FRIAS MARYDEL ROSE MEDINA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

18 FRIAS MICAH ELLAH MATAMOROSA CAMARINES NORTE STATE COLLEGE-DAET 

19 FRIAS NOEL JOSHUA JUNIO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

20 FRILLES RAYMOND LOUIE FELIZARDO UNIVERSITY OF THE PHILIPPINES-DILIMAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 4TH Room/Grp No. : 406 

Seat Last Name First Name Middle Name School Attended 

No. 

1 FROILAN RECEL JILL GALERO UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

2 FRONDA ALEC RODEL KEITH FABREAG FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

3 FRONDA APRIL JOY FAJARITO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 FRONDA EIZL ALGABA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

5 FRUELDA BRIAN PAUL FERRERA ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

6 FUEGO BART RAVE FRANCISCO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 FUENTES MA. LADY DENNISE SEVENORIO LA SALLE UNIVERSITY (for.IMMA.CONCEPCION- 

CELESTE LA SALLE) 

8 FUENTES MIRYEL DE GUZMAN UNIVERSITY OF MAKATI 

9 FUERTE EDILBERTO ROBLES MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

10 FULLERO LOUISE VEANCA BIGAYAN RIZAL TECHNOLOGICAL UNIVERSITY 

11 FULLON KEVIN ACE GACIAS NATIONAL UNIVERSITY-MANILA 

12 FULONG CHRIS GUZMAN UNIVERSITY OF THE EAST-CALOOCAN 

13 FUNABASHI ALEXANDRA LIMIAC DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

14 FUNDANO MARVIE BACELOÑA SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

15 FUNELAS QUEENY AIVHENEL IGLESIA NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

16 FUNTALVA CHARISSE MAE SAEL RIZAL TECHNOLOGICAL UNIVERSITY 

17 FUNTALVA JOHN DARWIN SAEL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

18 FURAQUE FRANCESS JOIZE DE MATTA DE LA SALLE UNIVERSITY-DASMARIÑAS 

19 FURIO JOEY MARI SUNGA NATIONAL UNIVERSITY-MANILA 

20 GAAN REYMART FAJUTNAO JOHN PAUL COLLEGE 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 
Building : NEW BASIC EDUC-A 


PROFESSIONAL REGULATION COMMISSION 


Page 118 of 303 
MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 4TH Room/Grp No. : 408 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GABALES RACHEL ANN NAVARRO WESTERN INSTITUTE OF TECHNOLOGY 

2 GABAYAN RIZA SORO PALAWAN STATE UNIVERSITY-P. PRINCESA 

3 GABAYNO JAGM DANIEL FALLURIN DIVINE WORD COLLEGE OF CALAPAN 

4 GABAYNO JUDY ANNE MANZALAY JOHN PAUL COLLEGE 

5 GABIN KATHREN MAE AREVALO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 GABOR CHARLENE ANN LIBRE DIVINE WORD COLLEGE OF CALAPAN 

7 GABRIEL JOHN CARLO CAJIGAS PAMANTASAN NG LUNGSOD NG MAYNILA 

8 GABRIEL LEMUEL ERNEST POLVERA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

9 GABRIEL ROCKSILDES CAGUIOA NORTHWESTERN UNIVERSITY 

10 GABRIEL ROVIN STEPHEN ANCHETA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 GABUCO MARK JUSTIN SILVESTRE PAMANTASAN NG LUNGSOD NG MAYNILA 

12 GABUN MIKE RANDER PUMACSAO UNIVERSITY OF LA SALETTE-SANTIAGO 

13 GACOS CARYL MARC SAÑO CAMARINES NORTE STATE COLLEGE-DAET 

14 GACOSTA MARK JOSEPH BISCOCHO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 GACU DIONNE ROBERT MORES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 GACUD ANGELIKA MAE BEDIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 GACULA JESSICA MAY MANLANGIT CATANDUANES STATE UNIVERSITY VIRAC 

18 GACUSAN RUBY MIKAY-LA NITURA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 GACUSANA JOHN MARK ABRASALDO ISABELA STATE UNIVERSITY-ECHAGUE 

20 GACUTAN HERBERT VERA ADAMSON UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 5TH Room/Grp No. : 501 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GADDI MARKEN JOHN BALAGTAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 GADIA ABDULLAH INIDAL CAPITOL UNIVERSITY (for.CAGAYAN CAPITOL 
COLL.) 

3 GADIANO PATRICK JOHN MATIAS SAINT MARY'S UNIVERSITY 

4 GADINGAN KENNETH ELNAR RIZAL TECHNOLOGICAL UNIVERSITY 

5 GADON CAROLLE LOUISSE VILLAREAL JOHN PAUL COLLEGE 

6 GAFFUD ROLLIE FONTANILLA CAGAYAN VALLEY COLLEGES OF QUIRINO 

7 GAG-GU LYNNETTE FE BONGTAYON SAINT MARY'S UNIVERSITY 

8 GAGARIN MARY JOY KEITH DAWANG MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 GAGARIN PAMELA MARY GRAZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 GAGNI GIAN-ARLO JOSEPH ORIG UNIVERSITY OF BOHOL 

11 GAIN ROCELLE SANTIAGO UNIVERSITY OF THE EAST-MANILA 

12 GAJES EDRICK SECOLLES SAINT MARY'S UNIVERSITY 

13 GALAN FATIMA MAY CABUYADAO UNIVERSITY OF NUEVA CACERES 

14 GALAN JERILYN MAE HERMOSA ADAMSON UNIVERSITY 

15 GALANG FRANCIS RAY VALINO UNIVERSITY OF SANTO TOMAS 

16 GALANG JETHER RIOS NATIONAL UNIVERSITY-MANILA 

17 GALANG JOHN CARLO GUTIERREZ ADAMSON UNIVERSITY 

18 GALANGO JOHN PAUL FERNANDEZ SOUTHERN MINDANAO COLLEGES 

19 GALANZA MA. ANDREA GARLANDO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 GALAPIN JESSABEL BADARAN SAMAR STATE UNIVERSITY (SAMAR S.P.C.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor: 


5TH Room/Grp No. : 502 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GALAROZA FRANCIS QUINN SAYDE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

2 GALDONES KIM OLIVER OCTAVIANO MANUEL L. QUEZON UNIVERSITY 

3 GALES KEN ABUEVA PALAWAN STATE UNIVERSITY-P. PRINCESA 

4 GALGO JOSHUA KRUSCHEV SALLEGUE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

5 GALIDO MARION ANDREW DUPAN UNIVERSITY OF THE EAST-CALOOCAN 

6 GALINATO GERALD CHRISTIAN TABUSO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

7 GALING SHERWIN TAGUIG CITY UNIVERSITY 

8 GALIT DANIEL CALUMPIANO UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

9 GALIZA NICK ANGELO VILLON PAMANTASAN NG LUNGSOD NG VALENZUELA 

10 GALLANO LLOYD KEVIN DELACION JOHN PAUL COLLEGE 

11 GALLARDO AARON GRAY BASCOS PANGASINAN STATE UNIVERSITY-URDANETA 

12 GALLARDO JONAICA SUSUSCO PALAWAN STATE UNIVERSITY-P. PRINCESA 

13 GALLARDO ROSE ANNE MARIANO PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

14 GALLARTE JUDY ANN PUYO NEW ERA UNIVERSITY 

15 GALLEBO KAREN FRIAS CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

16 GALLEGO ARRAMAE CLARIZZE MANUCDOC DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

17 GALLERO JR. OSCAR DAGAMI POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

18 GALLO LOVELY GALAPON SAINT MARY'S UNIVERSITY 

19 GALLOS EDWARD BENALDO UNIVERSITY OF RIZAL SYSTEM-MORONG 

20 GALMAN SHAINA FAITH MACARILAO TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 5TH Room/Grp No. : 503 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GALO MOHAMAD-ASHRAF MACUD LAKE LANAO COLLEGE, INC. 

2 GALON KYNTRENYLL NILLO CENTRAL COLLEGES OF THE PHILIPPINES 

3 GALVEZ EDELYN RAMOS NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

4 GAMA MEGAN GALE HERNANDEZ HOLY ANGEL UNIVERSITY 

5 GAMAD CARLO GABRIEL YAPTANGCO DE LA SALLE UNIVERSITY-MANILA 

6 GAMARA EMMERSON PAYOYO BATANGAS STATE UNIVERSITY - ALANGILAN 

7 GAMATA ALEXIS KYLE VILLARINO CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

8 GAMBA BERNARDO GABRIEL LEOPANDO UNIVERSITY OF SANTO TOMAS 

9 GAMBA JHOSIANE ORTIZ SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

10 GAMBOA CHRISTOPHER KLEIN LIM DE LA SALLE UNIVERSITY-MANILA 

11 GAMBOA GISSELE BANTANG FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

12 GAMBOA JEWEL MAE MANALO RIZAL TECHNOLOGICAL UNIVERSITY 

13 GAMBOA JHON CRIS PARAGUAS SAINT LOUIS UNIVERSITY 

14 GAMBOA PRINCESS ALLEN AVELLANEDA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

15 GAMBOA ROY VINCENT DEL MUNDO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

16 GAMBOA WYEANNE NICHOLE MARIN MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

17 GAMIAO KIMBERLY TAPIA CENTRAL LUZON STATE UNIVERSITY 

18 GAMILLA KIMBERLY CASTILLO UNIVERSITY OF MAKATI 

19 GAMPONG JOHAIREY ABDULLAH SAINT PETER'S COLLEGE-ILIGAN CITY 

20 GAMUTIN LESTER BORJA UNIVERSITY OF THE EAST-CALOOCAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 5TH Room/Grp No. : 504 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GANADOS JUAN CARLO MOBE NEW ERA UNIVERSITY 

2 GANAGAN BRIGAIL PAGAT INTERNATIONAL SCHOOL OF ASIA AND THE 
PACIFIC-TABUK BRANCH 

3 GANCIA DENNIS BERNARDO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

4 GANDO JOEL LAID POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 GANIA LESTER OCAMPO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

6 GANNABAN KENNEDY BALABBO CENTRAL COLLEGES OF THE PHILIPPINES 

7 GANUELAS RASYL LAFIGUERA UNIVERSITY OF PANGASINAN 

8 GAOR ZEN MARK TOLENTINO ASIA PACIFIC COLLEGE OF ADVANCED 
STUDIES 

9 GAPUSAN IVY JANE MIRONDO LYCEUM OF THE PHILIPPINES - CAVITE 

10 GAPUSAN LYKA JERLOTTE DIEGO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 GARCIA AARON CARLO MALLARI UNIVERSITY OF SANTO TOMAS 

12 GARCIA ALEXANDRA MAE ABRAZADO UNIVERSITY OF NUEVA CACERES 

13 GARCIA ANGELICA WYNN CORRO ADAMSON UNIVERSITY 

14 GARCIA ANTHONY BENEDICT PUSO UNIVERSITY OF THE EAST-CALOOCAN 

15 GARCIA ARLAN EDSEL RAMIREZ MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

16 GARCIA CHRISTIAN VICTORIA UNIVERSITY OF MANILA 

17 GARCIA DAYLAN RODRIGUEZ MARIANO MARCOS STATE UNIVERSITY-BATAC 

18 GARCIA GAIL JENINE VILLASANTA LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

19 GARCIA GERSHWIN CASTRO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

20 GARCIA IAN MEDICO TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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CIVIL ENGINEER 
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Floor : 5TH 


Room/Grp No. : 505 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GARCIA IVAN CHRISTIAN BALMEO LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

2 GARCIA JAKIN DAVID CONSTANTINO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

3 GARCIA JAPETH JOHN MANGAO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

4 GARCIA JENNELYN IBON DIVINE WORD COLLEGE OF CALAPAN 

5 GARCIA JESSAMAY DURAN SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

6 GARCIA JOHN ANGELO DE ROXAS DIVINE WORD COLLEGE OF CALAPAN 

7 GARCIA JOHN LESTER DE VERA UNIVERSITY OF THE EAST-MANILA 

8 GARCIA JOSEF EMAN MARI DEL ROSARIO PAMANTASAN NG LUNGSOD NG MAYNILA 

9 GARCIA JOZT ALVIGENE ANIS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

10 GARCIA JUAN MIGUEL VILLAROJAS ADAMSON UNIVERSITY 

11 GARCIA JUANE NITA DISCAYA BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

12 GARCIA KARL MEGAN SALAS PAMANTASAN NG LUNGSOD NG VALENZUELA 

13 GARCIA KELSEY TRINAH DOMINGO UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

14 GARCIA KURT KYLE AZRAE RAPER PAMANTASAN NG LUNGSOD NG MAYNILA 

15 GARCIA MARCUS REDEL MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 GARCIA MARIEL ANN PABLO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 GARCIA MARK JOSHUA BORJAL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 GARCIA MARY ANN GRACE DONATO COLEGIO DE DAGUPAN (for.COMPUTRONIX 
COLL) 

19 GARCIA MICHAEL JOHN FERRANCULLO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

20 GARCIA RAFAEL GABISON NOTRE DAME OF MARBEL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : 506 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GARCIA RENATO CORNELIO BOTONES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

2 GARCIA ROMYNA OTERO UNIVERSITY OF SANTO TOMAS 

3 GARCIA RONALYN TAMBOONG POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

4 GARCIA SOFIA ISABELLE GECALE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

5 GARCIA VANESSA MAE VALENZUELA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 GARCIA ZSAREHN FERNANDEZ DE LA SALLE UNIVERSITY-MANILA 

7 GARGANERA JEROME TAQUIGA PAMANTASAN NG LUNGSOD NG MAYNILA 

8 GARGANTILLA MONICA MARIE JOY DE PAZ NEW ERA UNIVERSITY 

9 GARIN KHYLE AMHIEL SORIANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 GARIN LYRENE DE DIOS NATIONAL UNIVERSITY-MANILA 

11 GARMA PRINCE GABRIELL FRANCISCO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

12 GARMA VANESSA GALANAO UNIVERSITY OF THE EAST-CALOOCAN 

13 GARNACE JUSUA ELEAZAR ASIAN DEVELOPMENT FOUNDATION COLLEGE 

14 GARRIGA ART JEFFERSON GALOS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 GASATAYA PEARL EINSTEINNE JESRIN PASCUA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 GASMIN CATHERINE KATE PASICOLAN UNIVERSITY OF THE EAST-CALOOCAN 

17 GASPAR ARAMAINE ODEZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 GASPAR RENZ JEROME ARDENASO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

19 GASPAR ROD JUSTIN SARMIENTO CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

20 GASTARDO KAIZEN PEDROZO CENTRAL COLLEGES OF THE PHILIPPINES 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 5TH Room/Grp No. : 507 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GATBUNTON TRIXY LAGRIMAS LYCEUM OF THE PHILIPPINES - CAVITE 

2 GATCHALIAN MARIELLE TUGADE MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

3 GATDULA JHERAMEEL VILLANUEVA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

4 GATTU JENNY ROSE RASOS MARIANO MARCOS STATE UNIVERSITY-BATAC 

5 GAUDIA SOPHIA CLAUDETTE CAPUL DE LA SALLE UNIVERSITY-MANILA 

6 GAUDIEL RACHEL SARMIENTO MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

7 GAUDIER CALVIN JOHN ESTRELLA LYCEUM OF THE PHILIPPINES - CAVITE 

8 GAURANO EDRIAN FRANCISCO UNIVERSITY OF RIZAL SYSTEM-MORONG 

9 GAVINO KURT LEWIN SOLOMON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

10 GAVIOLA JHON ANTHONNY EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

11 GAWIYON YVETTE ARAGON FLORENCIO L. VARGAS COLLEGE- 
TUGUEGARAO 

12 GAY-YA JHAMIELLE MANTE ADAMSON UNIVERSITY 

13 GAYO JORVIN PEREZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 GAYOC ELVIE LUENN PASIGUA PALAWAN STATE UNIVERSITY-P. PRINCESA 

15 GAYOS ALYANA ALEXANDRA NOBLE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 GAYTANO GAYMAR II FABIC ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

17 GAZMEN HOMER UNZO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

18 GAZO JOHN CHRISTIAN QUINAGORAN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

19 GEALON CHRISTIAN RAE CUAJOTOR UNIVERSITY OF SANTO TOMAS 

20 GELAGA EL MELAN LAGAT TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A 


MANILA 


Floor : 5TH 


Room/Grp No. : 508 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GELBOLINGO JONNA IRAG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

2 GELLADO CHRISTIAN KARL MARTIN DELEON DE LA SALLE UNIVERSITY-DASMARINAS 

3 GELLIDO CARLA DIANE PANGILINAN UNIVERSITY OF RIZAL SYSTEM-MORONG 

4 GELLIDO TRISHA MANDIQUE UNIVERSITY OF RIZAL SYSTEM-MORONG 

5 GELUA NAHANGEL HOCSON UNIVERSITY OF SANTO TOMAS 

6 GEMENTIZA KEZIAH HANNA SAGARINO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

7 GEMORA RAINIELLE MARI NULUD TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 GENCIANA MENARD CORRAL PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

9 GENERAL ARNEL CAMILA UNIVERSITY OF SAINT ANTHONY 

10 GENERALAO JAY R GRUPO COLEGIO DE DAGUPAN (for.COMPUTRONIX 
COLL) 

11 GENEROSO FRANZ ANFERNEE FELIPE UNIVERSAL COLLEGES OF PARAÑAQUE 

12 GENIO MARVIN JOSHUA SAN ANDRES ARAULLO UNIVERSITY 

13 GENITA ROVELYN BERNADETTE RODRIGUEZ TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

14 GENOBILI PAMELA BRENDA SILVA CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

15 GENSAYA SHIELA MAE BOLITRES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 GEPANAYAO JOANNE AGUAS UNIVERSITY OF THE EAST-CALOOCAN 

17 GEPIGA CARLO GO COLUMBAN COLLEGE-OLONGAPO CITY 

18 GEREZ HANNAH BEATRICE ALBERTO UNIVERSITY OF THE EAST-CALOOCAN 

19 GERMINO REINDHART CASTILLO UNIVERSITY OF THE EAST-MANILA 

20 GERNALE JHAY-AR COMPASIVO TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 5TH Room/Grp No. : 509 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GERONA ADREAN ROXAS NEW ERA UNIVERSITY 

2 GERONIMO EARON JHON GONZALES PAMANTASAN NG LUNGSOD NG VALENZUELA 

3 GERONIMO GLENN MONTOYA UNIVERSITY OF THE PHILIPPINES-DILIMAN 

4 GERONIMO JOHANN SIMON BRIONES POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 GERONIMO JOHN MICHAEL MARASIGAN UNIVERSITY OF THE EAST-MANILA 

6 GERONIMO JORDAN PERALTA ARAULLO UNIVERSITY 

7 GERSANIVA ANA ROSE CAPARINO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 GESMUNDO CLARISSE RAMOS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

9 GESTA SHAN STEPHEN GARDE RIZAL TECHNOLOGICAL UNIVERSITY 

10 GESULGA JHAN LIMBOY UNIVERSITY OF RIZAL SYSTEM-MORONG 

11 GESULGA MICHAEL PANGANIBAN COTABATO CITY STATE POLYTECHNIC 
COLLEGE 

12 GIANAN OLIVER JEFFERSON MOSTRALES DE LA SALLE UNIVERSITY-DASMARIÑAS 

13 GIANAN RON KENNETH REMETIO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

14 GILI RALPH LAURENCE RENTORIA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 GILLE JOLLY OBSINA SAINT ANTHONY'S COLLEGE-ANTIQUE 

16 GINES ALFREDO | MIGUEL NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

17 GINES CRISSA MAE BALANE FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

18 GIRAY RYAN INFANTE UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

19 GLIPO JOSEPH GERMEDIA SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

20 GLORI ANDRE JUDD KITTY ADAMSON UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 
Building : NEW BASIC EDUC-A 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 5TH 
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Room/Grp No. : 


510 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GLORIA HARVY NOLLEDO NATIONAL UNIVERSITY-MANILA 

2 GLORIA JANA MAE BELMEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 GO DAVE MATTHEW LIM DE LA SALLE UNIVERSITY-MANILA 

4 GO EUSON JOHN TAN DE LA SALLE UNIVERSITY-MANILA 

5 GO KATHLEEN FABELLON ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

6 GO WILSON KUNG CENTRAL COLLEGES OF THE PHILIPPINES 

7 GOCATEK KOBE GABRIEL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 GOCO ALTHEA RODEROS WESTERN PHILIPPINES UNIV.(for.PALAWAN 
N.A.C)-ABORLAN 

9 GODA JOWEN TIMOTHY IBON DIVINE WORD COLLEGE OF CALAPAN 

10 GOGOLIN JOT JAIO RICERRA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

11 GOLEÑA KAYESIE DAHONOS JOHN PAUL COLLEGE 

12 GOLEZ RHEA JOLINA MATILLA BATANGAS STATE UNIVERSITY - ALANGILAN 

13 GOLIAS RAMIL PRUDENCIADO SAMAR STATE UNIVERSITY (SAMAR S.P.C.) 

14 GOMEZ EDLYN UMALI TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

15 GOMEZ JEA LIM NATIONAL UNIVERSITY-MANILA 

16 GOMEZ JOYREIGNZ BALANAY UNIVERSITY OF THE EAST-MANILA 

17 GOMEZ PHILIP ESTRABON POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

18 GOMEZ SHERWIN BROZAS UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

19 GONATICE BILLY JOE OBINA ADAMSON UNIVERSITY 

20 GONAYON SHULAMITE BAWIT UNIVERSITY OF THE CORDILLERAS (for.BAGUIO 


C.F.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 5TH Room/Grp No. : 511 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GONDA JERREMY ANDRADE CENTRAL COLLEGES OF THE PHILIPPINES 

2 GONDA NAIZMITH ZORELL TANEDO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

3 GONIDA PATRIZIA MAE VERGARA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 GONIO AURELIO SANTIAGO CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

5 GONOWON ANDREW SHANE PEREZ CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

6 GONZAGA CARL ANTHONY ANICAS UNIVERSITY OF MAKATI 

7 GONZALES ADRIAN BALANGUE EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

8 GONZALES APRIL ANN ABARIENTOS UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

9 GONZALES CEDRICK VERGARA DE LA SALLE UNIVERSITY-DASMARIÑAS 

10 GONZALES DEXTER JOHN DE LEON UNIVERSITY OF RIZAL SYSTEM-MORONG 

11 GONZALES EDUARDO JR DIAZ SAINT LOUIS UNIVERSITY 

12 GONZALES ELDRIN JAMES NAVAREZ NATIONAL UNIVERSITY-MANILA 

13 GONZALES EMMANUEL ALCANTARA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

14 GONZALES ESTHER NICOLE SAINT LOUIS UNIVERSITY 

15 GONZALES GABRIEL KENNETH COMBALICER MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

16 GONZALES JAY MARK MANGILIT NATIONAL UNIVERSITY-MANILA 

17 GONZALES JESSA MAY PALAYON PALAWAN STATE UNIVERSITY-P. PRINCESA 

18 GONZALES JOE-ED GACU JOHN PAUL COLLEGE 

19 GONZALES JOHN MIKKO RASALAN UNIVERSITY OF THE EAST-MANILA 

20 GONZALES KARLO DONELLE GALANG UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : MANILA CENTRAL UNIVERSITY (MCU) 


PROFESSIONAL REGULATION COMMISSION 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 5TH Room/Grp No. : 512 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GONZALES KATHRINE JOY SALAVARRIA NATIONAL UNIVERSITY-MANILA 

2 GONZALES LANCE JOSHUA GARDUCE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

3 GONZALES LLEVIE BALUYUT MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 GONZALES LOYD MICHAEL BUEN BATANGAS STATE UNIVERSITY - ALANGILAN 

5 GONZALES PATRICIA LAINE WELCH ARAULLO UNIVERSITY 

6 GONZALES SHENNA GAIL TANGALIN SAINT LOUIS UNIVERSITY 

7 GONZALES VON JERICK LABUCAY NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

8 GORDO JANNINE BUTEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 GOROSPE CHELSEA OCAMPO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

10 GOROSPE JEREMIAH OGANIA UNIVERSITY OF SANTO TOMAS 

11 GOROSPE JHEREMY ALDEN BAUTISTA LYCEUM OF THE PHILIPPINES - CAVITE 

12 GORTEZA CARL KENNETH RODRIGUEZ UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

13 GOTOS MAROLL FHE ORANTE UNIVERSITY OF SAINT ANTHONY 

14 GOYENA EMMANUEL GUTIERREZ CENTRAL COLLEGES OF THE PHILIPPINES 

15 GOYON CRIS ANNE PAMANTASAN NG LUNGSOD NG MAYNILA 

16 GOZAR GERI FRANCO QUINIA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

17 GOZON ABES MAR LUMBRE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 GRAFIL JAIME GABRIEL ENVERZO UNIVERSITY OF THE PHILIPPINES-DILIMAN 

19 GRAGANTA CHRISTIAN KYLE JOSE ARAULLO UNIVERSITY 

20 GRAGASIN ALLAN CELESTINO NATIONAL UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : 601 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GRAJO ANGELICA CODOY UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

2 GRAJO KEITH CEDRIK GLORIOSO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

3 GRAJO KENNETH CHRISTIAN GLORIOSO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

4 GRAJO RAPHAEL CASTILLO TAGUIG CITY UNIVERSITY 

5 GRANADEROS VIRGINIA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

6 GRANADIL MARAH SOPHIA DRILON PALAWAN POLYTECHNIC COLLEGE, INC. 

7 GRANADO JOHN GERALD OLIVEROS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 GRANDE ROBERT FERRER UNIVERSITY OF LA SALETTE-SANTIAGO 

9 GRATIL JENNY DEL REMEDIOS PAMANTASAN NG LUNGSOD NG VALENZUELA 

10 GRAVADOR JUSTINE JOY GUBALLA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 GREGORIO DAYNIEL JOY MANALO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

12 GREGORIO GEO JUNIO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 GREGORIO JASON EARL ALLENEGUI DE LA SALLE UNIVERSITY-MANILA 

14 GREGORIO ROZOMBELL BRYAN GABILO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

15 GRIMALDO NOREEN BELARMINO MARINDUQUE STATE COLLEGE-BOAC 

16 GRITA JOHN BENEDICT DE CASTRO LYCEUM OF THE PHILIPPINES - CAVITE 

17 GROSPE ANGELICA BERUELA MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

18 GRUTA CAMILLE ABRANTES BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

19 GUADALUPE JAYSON PINGOL UNIVERSAL COLLEGES OF PARANAQUE 

20 GUALBERTO MARY ANN DIOMAMPO LAGUNA STATE POLYTECHNIC UNIVERSITY- 


STA CRUZ (LSPC) former (LCAT) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : 602 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GUARDARIO KING JUSTINE HERNANDEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 GUARIN NEIL BRYAN MAQUIDATO NEW ERA UNIVERSITY 

3 GUAZIL MECAELLA JOY DE PAZ EASTERN VISAYAS STATE UNIV. (FOR. L.I.T.)- 
TANAUAN CAMPUS 

4 GUBALLA BRIANNA CABUHAT TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 GUBALLA NEIL JOAQUICO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

6 GUERRERO JOSHUA GABRIEL UNIVERSITY OF SANTO TOMAS 

7 GUERRERO SALVATORE ROGELIO CONCEPCION FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

8 GUERRERO VAN IRIAN RECAÑA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 GUETA LOUPEL JR ADAN UNIVERSITY OF THE EAST-MANILA 

10 GUEVARRA ANDREI MARTIN PANDAC DE LA SALLE UNIVERSITY-DASMARIÑAS 

11 GUEVARRA ERIKA PADILLA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

12 GUEVARRA KHING HARVEY NARVAEZ TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

13 GUEVARRA MARIELLE FLORES BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

14 GUEVARRA MIGUEL ANTONIO CRISOSTOMO MANUEL L. QUEZON UNIVERSITY 

15 GUEVARRA RICO ANDRES CHUA NEW ERA UNIVERSITY 

16 GUIA SHAINA YABAN NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

17 GUICO JUSTIN MARI MESINA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

18 GUILANG ROMEO CESAR JACINTO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

19 GUILING AL-JOHAIR UNDA PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

20 GUILING KAILA MARI DELA CRUZ TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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6TH Room/Grp No. : 604 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GUILING SITTIE JOHANIFA UNDA PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

2 GUILLERMO GREMARC DOMINGO UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

3 GUILLERMO JANDREW EBRON COLEGIO DE LA PURISIMA CONCEPCION 

4 GUILLERMO MARK KENNETH CORTEZ TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

5 GUILLERMO MARY GRACE LORENZO RIZAL TECHNOLOGICAL UNIVERSITY 

6 GUINA MARIAH APRIL RODRIGUEZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

7 GUINTO LEE-AR RACADAG DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

8 GUIRAL MILESTONE SEVILLA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 GUIVANI E-JAY RAZONABLE CENTRAL LUZON STATE UNIVERSITY 

10 GUJELDE JOYCE ANNIE NIQUE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 GULAR JUAN MIGUEL OLIVEROS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 GULLO JOY-ANN FRANCISCO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 GUMANGAN JAN CHELSEY SULTAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 GUMARANG CRIS JEZON BILAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 GUMARANG LYNNETTE HIDALGO SAINT LOUIS COLLEGE OF SAN FERNANDO 

16 GUMATAY REDENTHOR POLICARPIO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

17 GUMERA ANGELO MARCIAL SOUTHERN CITY COLLEGES 

18 GUMILAN REANESS TORRES TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

19 GUMILING RALP MANDEG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 GUMOP-AS YNGWIE ALBINO MANUEL L. QUEZON UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 7TH Room/Grp No. : 701 


Seat Last Name First Name Middle Name School Attended 

No. 

1 GUNAYON CHRISTOPHER MAR DAMASCO QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

2 GUNDAYAO RONALYN LOMIBAO UNIVERSITY OF PANGASINAN 

3 GUNDRAN SHARMAE ALMIROL NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

4 GUNO JOHN CARLO FORJES JOHN PAUL COLLEGE 

5 GUPAAL ALMIRA BAGSIL ABRA VALLEY COLLEGE 

6 GURANGO SHAYNE JOYCE GONZALES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 GURO EL-LUMINADO DIMATULAC JOHN PAUL COLLEGE 

8 GUSTILO JEROME QUITZON NATIONAL UNIVERSITY-MANILA 

9 GUTANA JHONVIC BALASABAS UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

10 GUTIERREZ AARON HANS GACUSAN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 GUTIERREZ ALDOUS GRANT DAVID MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 GUTIERREZ EDWARD LEONOR HERNANDEZ UNIVERSITY OF SANTO TOMAS 

13 GUTIERREZ FRAENE IRIS DELOS SANTOS UNIVERSITY OF SANTO TOMAS 

14 GUTIERREZ GINA CENON WESTERN PHILIPPINES UNIV.(for. PALAWAN 
N.A.C)-ABORLAN 

15 GUTIERREZ JERICO NOEL TAMOR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 GUTIERREZ JOHN PAUL BRAGA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

17 GUTIERREZ QIARA MARIE LINGAO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 GUTIERREZ SHEENA GRACE AUSTRIA UNIVERSITY OF THE EAST-MANILA 

19 GUZMAN ANGELU RUGA NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

20 GUZMAN HENRICK SELDA UNIVERSITY OF LA SALETTE-SANTIAGO 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 7TH Room/Grp No. : 702 


Seat Last Name First Name Middle Name School Attended 

No. 

1 H. USMAN RAHMA CORRAL PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

2 HABAGAT RONNEL NAPOLES TAGUIG CITY UNIVERSITY 

3 HABAN KRISTAL HADAY SAINT LOUIS COLLEGE OF SAN FERNANDO 

4 HABANA NICOLE BREQUILLO CATANDUANES STATE UNIVERSITY VIRAC 

5 HABOC BENJAMIN JR AMOR RIZAL TECHNOLOGICAL UNIVERSITY 

6 HADJI ALI ARAFAT SARO PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

7 HADJI OSOPH MOAMAR MAMPLAI NEW ERA UNIVERSITY 

8 HADJI RAHMAN ALEA BARAMBANGAN SAINT PETER'S COLLEGE-ILIGAN CITY 

9 HADJIBUN AHMAD RASHEEN HADJIRUL SOUTHERN CITY COLLEGES 

10 HAJAN AL-HADZHAR MADING UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

11 HALAYAHAY DONNA MAE NICANOR PAMANTASAN NG LUNGSOD NG MAYNILA 

12 HAMI DENHAR TIPLAHAN UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

13 HAMSANI ABUSAKUR JAANI UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

14 HAO MARKSON DELA TORRE ADAMSON UNIVERSITY 

15 HAPAS AKMAD TADUS UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

16 HAQUIHACA JOSHUA LUKE BONGAS UNIVERSITY OF SANTO TOMAS 

17 HASSAN SHARIF AL-MAJID AMESTOSO WESTERN MINDANAO STATE U-ZAMBOANGA 
CITY 

18 HATTA MIRASOL CAWILAN APAYAO STATE COLLEGE-CONNER 

19 HELERA JAYPEE LOGATOC JOHN PAUL COLLEGE 

20 HEMENTERA MARK CHRISTIAN SERGIO TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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7TH Room/Grp No. : 703 


Seat Last Name First Name Middle Name School Attended 

No. 

1 HERALDO HERBERT VILLAFUERTE UNIVERSITY OF NUEVA CACERES 

2 HERMANO JERICA SUMBING FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

3 HERMOSA ELAIZA LAY SOL MARINDUQUE STATE COLLEGE-BOAC 

4 HERMOSILLA JOHANNA SOPHIA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 HERMOSO ALEIN MAÑGUAN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

6 HERNAEZ JERALD HABER ALDERSGATE COLLEGE 

7 HERNANDEZ AUDREY CLAIRE CHAVEZ UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

8 HERNANDEZ DIANA ERIKA PULVINAR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 HERNANDEZ JANE NICOLLETTE ALPA MARINDUQUE STATE COLLEGE-BOAC 

10 HERNANDEZ JOHN LESTER LAYUG BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

11 HERNANDEZ JOHN PAUL REGALADO MARINDUQUE STATE COLLEGE-BOAC 

12 HERNANDEZ KENNETH PAUL OCAMPO UNIVERSITY OF THE EAST-CALOOCAN 

13 HERNANDEZ MA. GABRIELLE GUADALUPE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

14 HERNANDEZ MARK DAVID RED UNIVERSITY OF MANILA 

15 HERNANDEZ MC OLIVER CENETA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

16 HERNANDEZ MICO GABRIEL ALUYEN DE LA SALLE UNIVERSITY-DASMARINAS 

17 HERNANDEZ MYRA MORCILLA UNIVERSITY OF BATANGAS 

18 HERNANDEZ PATRICK JUSTIN SOBREMONTE ADAMSON UNIVERSITY 

19 HERNANDEZ PEEJAY SAMONTEZA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

20 HERNANDEZ SHANN DALE ATIENZA UNIVERSITY OF BATANGAS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Page 137 of 303 


School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 7TH Room/Grp No. : 704 


Seat Last Name First Name Middle Name School Attended 

No. 

1 HERNANDEZ STEVEN RAMOS UNIVERSITY OF THE EAST-MANILA 

2 HERRADURA ANN SERENA SANCON LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

3 HERRERA IRISH ROSE BALTAZAR BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

4 HERRERA JETHRO DOMINIC IGNACIO UNIVERSITY OF SANTO TOMAS 

5 HIJE GILBERT HABITAN SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

6 HIJE TRISHA JEAN MENDOZA SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

7 HILAHAN ROSE DANIELLE GARCIA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 HILARIO ROEL OLIVER BATINO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

9 HILARIO YONEL MIRABUENO RIZAL TECHNOLOGICAL UNIVERSITY 

10 HINDAP ERIKA JOY FABRIQUIER ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

11 HIPOLITO JETHRUDE FAMERO ADAMSON UNIVERSITY 

12 HIPOLITO KRYSSANTA YNNA MARI NETHERCOTT ADAMSON UNIVERSITY 

13 HIPOLITO MARCO MACALINO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

14 HIPOLITO SOPHIA JOY MAGUGAT PAMANTASAN NG LUNGSOD NG MAYNILA 

15 HISTORILLO IRISH MALANGIS MARINDUQUE STATE COLLEGE-BOAC 

16 HIWATIG ROPHET KIM ANCIADO PAMANTASAN NG LUNGSOD NG MAYNILA 

17 HIZON JACQUELYN ENRIQUEZ ADAMSON UNIVERSITY 

18 HOBO ROMULO II SANTILLAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 HOLGADO JASON DOCTOLERO RIZAL TECHNOLOGICAL UNIVERSITY 

20 HOLGADO MICHELLE ESPIRITU TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 7TH 


Room/Grp No. : 705 


Seat Last Name First Name Middle Name School Attended 

No. 

1 HONOR ADONIS DELOS SANTOS MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

2 HORTELANO RACHELLE ANNE FORTES CENTRAL COLLEGES OF THE PHILIPPINES 

3 HOSONO REYJI TAKAHIRO ANTONIO CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

4 HUBILLA JETHRO AVENDANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 HUERTO MARY PAPA PALAWAN POLYTECHNIC COLLEGE, INC. 

6 HUFANA QUEEN MAE OLIVEROS NEW ERA UNIVERSITY 

7 HUGO JEROME BESADA UNIVERSITY OF SAINT ANTHONY 

8 HUMARANG JAMILLE GUMAPAC UNIVERSITY OF BATANGAS 

9 HUNDANGAN GABRIEL BRYAN LAU MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

10 HUTALLA RICKY JR LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

11 HWANG DAVID DWAYNE CUSTODIO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

12 IBAÑEZ IAN-WILL DAÑEZ UNIVERSITY OF THE PHILIPPINES-DILIMAN 

13 IBAÑEZ KRISTINE JELL ARGUELLES WESTERN INSTITUTE OF TECHNOLOGY 

14 IBAÑEZ LOURD JERICHO TANARTE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 IBARONDO ARVIN JR SALAR CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

16 IBARRA ALEXIS AERO MACAPULAY TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

17 IBARRA FRANCHESKA ROMERO CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

18 IBARRETA CHRISTOPHER JR SERQUINA CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

19 IBASCO JOBEL RAYELA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

20 IBAYAN GEM ANNE RUPERT ARELLANO DIVINE WORD COLLEGE OF CALAPAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 7TH Room/Grp No. : 706 


Seat Last Name First Name Middle Name School Attended 

No. 

1 IBRAHIM AL-NOR RAMIREZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

2 IBRAHIM ALIH SABADDIN UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

3 IBRAHIM HAMIDAH LAUT SAINT PETER'S COLLEGE-ILIGAN CITY 

4 ICALINA VANN GERALD MORDENO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 IDO CEDRICK DE DIOS UNIVERSITY OF SANTO TOMAS 

6 IDRIS NASRODDIN JR ADIONG PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

7 IDRIS NAYYEF ADIONG SAINT PETER'S COLLEGE-ILIGAN CITY 

8 IGCASAN LADY KHRYSTEL JEAN HUERVAS LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

9 IGLESIA ERDITH CLARISSE MARQUEZ NEW ERA UNIVERSITY 

10 IGNACIO JOHN KEITH UALAT ISABELA STATE UNIVERSITY-ECHAGUE 

11 IGNACIO JOHN ROVIC CASTILLO TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

12 IGNACIO KATE ROZEN UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

13 IGNACIO MIKAEL BARAQUIEL MANLICLIC CAMARINES NORTE STATE COLLEGE-DAET 

14 IGNACIO RHEYNARD TOLEDO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 ILAG-ILAG JOSEPHINE HOSANA TAGUIG CITY UNIVERSITY 

16 ILAGAN DOMINIC HERNANDEZ UNIVERSITY OF BATANGAS 

17 ILAGAN EMMANUEL JAFFERSON VALDEFIERA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

18 ILAGAN HENREY BALMES BATANGAS STATE UNIVERSITY - ALANGILAN 

19 ILAGAN JENIE ROSE SERRANO UNIVERSAL COLLEGES OF PARAÑAQUE 

20 ILAGAN JERICO EMO UNIVERSITY OF PERPETUAL HELP SYSTEM- 


LAGUNA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Page 140 of 303 


School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 7TH Room/Grp No. : 707 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ILAGAN JOHN PAOLO AGUILA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

2 ILANO MIKKO ANESOR AGUSTIN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

3 ILAO CHRISTOPHER LUTO MARINDUQUE STATE COLLEGE-BOAC 

4 ILAO JEROME ANDREI RAMOS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 ILAO JOHN CHRISTOPHER BATTAD ADAMSON UNIVERSITY 

6 ILAO KRISTINE AVIGAIL SIGA UNIVERSITY OF RIZAL SYSTEM-MORONG 

7 ILAO MARK KEVIN CABILES DIVINE WORD COLLEGE OF CALAPAN 

8 ILORETA JOHN MARCUS IGAYAC MARIANO MARCOS STATE UNIVERSITY-BATAC 

9 IMBOY REA MICA TUMANDA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

10 IMPERIO KEITH ANDRE CHLOE TULOD CATANDUANES STATE UNIVERSITY VIRAC 

11 IMPLICA IRAM JOY HYACINTH TUMBAGA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 INCIONG ALLIA EZRA REYES UNIVERSITY OF BATANGAS 

13 INDEFENSO LUKE FAUSTINE ENCARNADO PAMANTASAN NG LUNGSOD NG MAYNILA 

14 INFANTADO FRYZAR GLECE NAVIDAD LYCEUM OF THE PHILIPPINES - CAVITE 

15 INGLIS CARELL ERICA PITA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

16 INGUILLO XYRILE INOSANTA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-STA MARIA, BULACAN 

17 INSIGNE CARLO JAMES MIRAFLORES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 INSIGNE MARIANNE RAE ASCANO JOHN PAUL COLLEGE 

19 INTOY JOSE EDUARDO SAQUIDO CENTRAL COLLEGES OF THE PHILIPPINES 

20 IPAH MUNADZRIN MALDISA UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 7TH Room/Grp No. : 708 


Seat Last Name First Name Middle Name School Attended 

No. 

1 IRAN AHRNEL PACINOS UNIVERSITY OF RIZAL SYSTEM-MORONG 

2 IRINCO CATHLYN PINCA UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

3 IRIS KATELYN BARASI TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 IRLANDEZ JYCA MAE BORJA BICOL UNIVERSITY-LEGAZPI 

5 IROG REXLENE ERIKA MOYA DE LA SALLE UNIVERSITY-DASMARINAS 

6 ISABELA ANNA SOPHIA CAPILLO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 ISADA NEIL ANGELO MACAWILE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 ISAH HAMZA MACUD TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 ISIDRO GLADYS SALAMANCA NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

10 ISIDRO IRWYN AINSLEY LO DE LA SALLE UNIVERSITY-MANILA 

11 ISIP DON PABLO GABRIEL III FORTIN PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

12 ISLES ERIKA MADEL ALBOR LAGUNA COLLEGE 

13 ISLETA ROMNICK ESPIRITU LAGUNA COLLEGE 

14 ISUELA ANTONIO SOLO COLEGIO DE MUNTINLUPA 

15 ITABLE MEL JHUN MILES LAZO EASTERN VISAYAS STATE UNIV. (FOR. L.I.T.)- 
ORMOC CAMPUS 

16 ITO JOHNVIL RIZAL TECHNOLOGICAL UNIVERSITY 

17 ITURALDE REUVEN ALDRIC CATARROJA DE LA SALLE UNIVERSITY-MANILA 

18 JABOLI MICAH ANGELIQUE ADOR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 JABOYA RICA RANA RIZAL TECHNOLOGICAL UNIVERSITY 

20 JACELA DANIEL MIGUEL RATUISTE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 7TH Room/Grp No. : 709 


Seat Last Name First Name Middle Name School Attended 

No. 

1 JACOBO MICHELLE RUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 JADAONE CAMILLE PRECIOUS PADLAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

3 JADEAR JOHN MICHAEL SILVOSA NATIONAL UNIVERSITY-MANILA 

4 JAICTIN RENALDINE ALABADO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 JAINUL AL-FAHMI MAULOD UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

6 JALECO NICOLE ANNE MAGSINO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 JALLORES JOSEPH LAWRENCE TAMAYO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 JAMANDRON DONNA-ROSE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 JAMAQUILAN HERMOGENES III SILVA UNIVERSITY OF SOUTHEASTERN PHILIPPINES- 
DAVAO CITY 

10 JAMBARO BENZ BRYAN PAPA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 JAMISON CHARLENE MAE TIMBAN SULTAN KUDARAT POLYTECHNIC STATE 
COLLEGE-ISULAN 

12 JAMISON JAN PATRICK AQUINO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

13 JAPSON ROSALIE MAY ANN CALDERON UNIVERSITY OF PANGASINAN 

14 JARABE MA. ADELYN LOURDES MABUTI MARINDUQUE STATE COLLEGE-BOAC 

15 JARABE SHAIRA ATIENZA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

16 JARAMILLA RONALD MATTHEW TEJADA RIZAL TECHNOLOGICAL UNIVERSITY 

17 JARAMILLO MARJON TABUNO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

18 JARAVATA PRINCESS DIANA MANALON SOUTHERN BICOL COLLEGES 

19 JARDIN ENELYN DAYLO PALAWAN POLYTECHNIC COLLEGE, INC. 

20 JARDIN HANNAH MAE CAUBANG SORSOGON STATE UNIVERSITY(FOR 


SORSOGON SC-SORSOGON) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 7TH Room/Grp No. : 710 

Seat Last Name First Name Middle Name School Attended 

No. 

1 JARDIN JAMILLE ANNE PAJE PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

2 JARDIN K-DY DE GUZMAN ANGELES UNIVERSITY FOUNDATION 

3 JAURIGUE JAY-AR ASCARTIN WESTERN INSTITUTE OF TECHNOLOGY 

4 JAVA JUNJIE MERCADO UNIVERSITY OF MANILA 

5 JAVATE JAYSON PANGILINAN NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

6 JAVIER CHARLENE REFORMA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

7 JAVIER CHARMAINE KATE JAPLIT UNIVERSITY OF BATANGAS 

8 JAVIER CLARK KHARREL AMORIN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

9 JAVIER HONEYLYN NEW ERA UNIVERSITY 

10 JAVIER JASPER JHON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 JAVIER JEUS JOHN REYES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 JAVIER JOHANNA TONIA SISNO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

13 JAVIER JOVIN ANDREW PLATON LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

14 JAVIER KING DOMINIC ESPERAS PAMANTASAN NG LUNGSOD NG MAYNILA 

15 JAVILLONAR IRISH BIANZON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 JAVINAL JOHN PAUL EDWARD DORUPAN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

17 JAVINES SER ARIEL PHILIP GOMEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 JAVINEZ ANGELO JOHN ROSLIN NAGA COLLEGE FOUNDATION 

19 JAVINEZ TRISHA DIANNE OLAYA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

20 JAYME JOMARIE DOCTORA TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-A Floor : 7TH Room/Grp No. : 711 

Seat Last Name First Name Middle Name School Attended 

No. 

1 JAYONA JEAN ADRIAN ABLING ADAMSON UNIVERSITY 

2 JAYSON JOEMAR SALUCERAN SURIGAO STATE COLLEGE OF TECHNOLOGY- 
MAIN CAMPUS 

3 JEBONE EINSTEIN WEBSTER JUARBAL NEW ERA UNIVERSITY 

4 JEPA JEHYO FLORENCE SAYO UNIVERSITY OF THE EAST-MANILA 

5 JERUSALEM MARK DARYL RELOZOR UNIVERSITY OF LA SALETTE-SANTIAGO 

6 JESALVA RONA SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

7 JIMBOL SHAMER HATAB UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

8 JIMENEZ ALLAIZA JANE PARCILLANO QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

9 JIMENEZ CYRIUZ PARAS DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

10 JIMENEZ IVAN JAY MAIGTING BATAAN PENINSULA STATE UNIVERSITY-MAIN 


CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 


11 JIMENEZ JAN RUDEL DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

12 JIMENEZ JEHDEIAH DANIEL DE GUZMAN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 JINANG ANFERNEE LANDIG MARINDUQUE STATE COLLEGE-BOAC 

14 JINAO MARIELA VIENNE LACERNA MARINDUQUE STATE COLLEGE-BOAC 

15 JOAQUIN ROZILBERT JR. LIBATIQUE QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

16 JOLO PAOLO ENRICO PANES WESTERN INSTITUTE OF TECHNOLOGY 

17 JONGCO CHARLOTTE ARLENE SOLANO LYCEUM OF THE PHILIPPINES - CAVITE 

18 JONSON MOSES BONUAN EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

19 JOSE ALYZA JOY BUERA LAGUNA COLLEGE 

20 JOSE DEVA ARANTXA ALCANAR ISABELA STATE UNIVERSITY-ECHAGUE 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Floor: 
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7TH Room/Grp No. : 712 


Seat Last Name First Name Middle Name School Attended 

No. 

1 JOSE JAY-PEE REYES PHILIPPINE CENTRAL ISLANDS COLLEGE 

2 JOSE MARIELA KATRINA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

3 JOSOL JEAN ALBERT MAGSINO MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

4 JOTOJOT ELLA CANETE UNIVERSITY OF SANTO TOMAS 

5 JUACHON ANGELITO JR PASCUAL CENTRAL LUZON STATE UNIVERSITY 

6 JUAN IVY LORRAINE ROQUE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-STA MARIA, BULACAN 

7 JUAN KURT MILLENN PASCUAL UNIVERSITY OF LA SALETTE-SANTIAGO 

8 JUAN REGINA MAY CONCEPCION TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

9 JUANILLO BENJAMIN III BENICARLO UNIVERSITY OF THE CORDILLERAS (for.BAGUIO 
C.F.) 

10 JUATCO JENNINE ERICHELLE RUBIANES NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

11 JUATCO VONCE HEADSON UMBAL CENTRAL COLLEGES OF THE PHILIPPINES 

12 JUGANAS CRYSTAL CALDERON SAINT LOUIS COLLEGE OF SAN FERNANDO 

13 JULATON ELIJEO POQUIZ UNIVERSITY OF LUZON (LUZON COLL.) 

14 JULIAN DANIEL SABUCIDO UNIVERSITY OF RIZAL SYSTEM-MORONG 

15 JULIANO JOSHUA JOSE TOLENTINO UNIVERSITY OF LA SALETTE-SANTIAGO 

16 JULIATA RYAN JOSHUA LABIS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

17 JULONGBAYAN JOHN CARLO FRONDA UNIVERSITY OF BATANGAS 

18 JUMALON RASHEED MATTHEW EPETIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 JUMARANG FRANC JEROME BAÑEZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

20 JUPLO RICO SOLVEZA STI WEST NEGROS UNIVERSITY(FOR WEST 


NEGROS COLL) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-B Floor : 2ND Room/Grp No. : 201 


Seat Last Name First Name Middle Name School Attended 

No. 

1 JUSTO MICHAEL JOHN SALACUP DIVINE WORD COLLEGE OF LAOAG 

2 JUTA ELYZA MAE ARROYO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

3 JUZ RODNEY PRINCIPE RIZAL TECHNOLOGICAL UNIVERSITY 

4 KAGETANI MARK LESTER CUTIONGCO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

5 KAH CARLYSE NICOLE LAM DE LA SALLE UNIVERSITY-MANILA 

6 KAMATOY MICHAELA CARLA CAMAT LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

7 KAMPITAN JOHN REU SALABSAB LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

8 KANG LLOYD JASPER TAN DE LA SALLE UNIVERSITY-MANILA 

9 KATIPUNAN DANICA JOYCE TORRES LYCEUM OF THE PHILIPPINES-LAGUNA 
(for. LYCEUM INST.OF TECH) 

10 KELLER PETER STEFAN OTTO SOLLANO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

11 KHO ANDRAY BARNABY YOUNG DE LA SALLE UNIVERSITY-MANILA 

12 KHO JEFFERSON TIGER RAGUDO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 KHONG QUEEDEN LLOYD ABARQUEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 KINGAY KLYNE TOPE SAINT LOUIS UNIVERSITY 

15 KINGKING FATIMA-TISHREEN JIMLOK UNIVERSITY OF THE EAST-MANILA 

16 KIOK MARK STEVEN EVANGELISTA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 LA'O TIMOTHY JOHN REYES UNIVERSITY OF THE PHILIPPINES-DILIMAN 

18 LABACO MARK JULO DE GRACIA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

19 LABADAN MARK LAWRENCE IGNACIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 LABADOR RICO GABRIEL PRUDENCIO DE LA SALLE UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : 202 


Seat Last Name First Name Middle Name School Attended 

No. 

1 LABAGRIL KIRTH BATI POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

2 LABANERO MA. ELAINE ROMERO UNIVERSITY OF MAKATI 

3 LABAO DENNIS ARON FELIPE UNIVERSITY OF SANTO TOMAS 

4 LABAY RENELAN REAL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 LABAYNO CHERRY MAE LEONORAS WESTERN INSTITUTE OF TECHNOLOGY 

6 LABBUANAN JAYE MARC PACQUING CENTRAL COLLEGES OF THE PHILIPPINES 

7 LABIOS MABEL BANAYLO SAINT ANTHONY'S COLLEGE-ANTIQUE 

8 LABISTE GERAMIE GONZALES UNIVERSITY OF RIZAL SYSTEM-MORONG 

9 LABOG JHON ROBERT GARAIS MARINDUQUE STATE COLLEGE-BOAC 

10 LABONERA ALEXANDRA MAMING MARINDUQUE STATE COLLEGE-BOAC 

11 LABOR KIMBERLY SANTIAGO TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

12 LABRADOR CAROL LACAP PHILIPPINE CENTRAL ISLANDS COLLEGE 

13 LABRADOR EMMANUEL ACE SANTIAGO UNIVERSITY OF THE EAST-MANILA 

14 LABRADOR MARIA LOURDES PAGUIO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

15 LABUCAY KARL JADE SATURNINO MARIANO MARCOS STATE UNIVERSITY-BATAC 

16 LABUEN DARLENE DIONISIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 LACANDULA RAYMOND PATRICK BANZAGALES RIZAL TECHNOLOGICAL UNIVERSITY 

18 LACANLALE JERMAR SARMIENTO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

19 LACATAN JON MEDARD LANACA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

20 LACATANGO MAIRA JANE CEPEDA TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 LACHICA ERIKA NELL SILVERIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

2 LACIBAR KRIZIA FRANCISCO RIZAL TECHNOLOGICAL UNIVERSITY 

3 LACIDA DAPHNE SANCHEZ XAVIER UNIVERSITY 

4 LACONICO FERNAN CHRISTIAN SUNGA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 LACSAMANA JOSEF JOSIAH CUARESMA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

6 LACSON ANGELO GABRIEL MERCADO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 LACSON KINA REBANAL UNIVERSITY OF THE EAST-MANILA 

8 LACTAO BLESSIE JOYCE SINAY TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

9 LACUATA ROSE ANN CALUB SAINT LOUIS COLLEGE OF SAN FERNANDO 

10 LADEZA MARJORIE CAPAZ NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

11 LADRERA MARCO DEPUSOY POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

12 LADRIDO RUZZEL CUELLO SULTAN KUDARAT POLYTECHNIC STATE 
COLLEGE-ISULAN 

13 LAFORTEZA MELJAN PATRICK CANDELARIA CENTRAL LUZON STATE UNIVERSITY 

14 LAFUENTE BERNARD LANCE PORAZO UNIVERSITY OF THE EAST-MANILA 

15 LAGAJINO JESSON ROSS GABRIEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 LAGATIC RAQUEL DELFINO PARTIDO STATE UNIVERSITY-(GOA)GAO 

17 LAGIP LANIE RADAM QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

18 LAGMAN JOSHUA IBALE UNIVERSITY OF MANILA 

19 LAGMAN SHARMAINE GRACE CRUZ BATAAN HEROES MEMORIAL COLLEGE 

20 LAGO EDU FAMINIALAGAO NATIONAL UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 LAGOS IVAN ARGENTE UNIVERSITY OF THE PHILIPPINES-DILIMAN 

2 LAGRADA RASSEL SANTIAGO PHILIPPINE CENTRAL ISLANDS COLLEGE 

3 LAGRADA YSMAEL ZAPANTA UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

4 LAGRADILLA IAN PAOLO SACOP MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

5 LAGRAMA MARK CARLO AMADORA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

6 LAGRATA JOSE PATRICIO RAMOS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

7 LAGRIADA EDISON JERRIC GUEVARA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 LAGRIMAS NELMER ENERO UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

9 LAGRISOLA DONABEL ARSOLON DE LA SALLE UNIVERSITY-DASMARINAS 

10 LAGUARDIA MARK ANTHONY SENDAYDIEGO UNIVERSITY OF PANGASINAN 

11 LAGUIDAO PRINCESS PAULINE ODULIO LYCEUM OF THE PHILIPPINES - CAVITE 

12 LAGUNDAY ALEXANDER SAO-A UNIVERSITY OF ANTIQUE-SIBALOM 

13 LAGUNDIMAO JO CAMASIS UNIVERSITY OF THE EAST-MANILA 

14 LAGUNSAD KRIZZA MAE AVECILLA UNIVERSITY OF BATANGAS 

15 LAKING CLAIRE JOY DOLINEN SAINT LOUIS UNIVERSITY 

16 LALANTACON MESHARRI RIGO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

17 LALATA CAMILLE MENDOZA DE LA SALLE UNIVERSITY-DASMARINAS 

18 LALIC RENZ JEREMY CANONIZADO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

19 LALLO JESSA MARIE JALINA CAMARINES NORTE STATE COLLEGE-DAET 

20 LALLO JESSIE JR JALINA CAMARINES NORTE STATE COLLEGE-DAET 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 LALUSIN GWYNETH VERANA BATANGAS STATE UNIVERSITY - ALANGILAN 

2 LAMPING MOHAMMAD ALI BANSAO PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

3 LAMSEN JONATHAN ATIBAGOS SAINT LOUIS COLLEGE OF SAN FERNANDO 

4 LANDICHO DIANA JANE PENAFLORIDA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

5 LANDICHO SHERYMHAY BLAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 LANDRITO KIMBERLY ANNE DELA CRUZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

7 LANDUA ANIHAYRA PILIMPINAS EMILIO AGUINALDO COLLEGE-DASMARINAS 

8 LANGBAYAN CYRIL JUN MANAIT IFUGAO STATE UNIVERSITY (for. IFUGAO SCAF)- 
LAGAWE 

9 LANGIT CAROLINE PALOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 LANGOEY AMIRA PURIFICACION UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

11 LANGUIDO JERALD SABANAL RIZAL TECHNOLOGICAL UNIVERSITY 

12 LANORIAS DODGE SAMSON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 LANTION ZEFFRED FORTES SAINT MARY'S UNIVERSITY 

14 LANUZA JEROME INES TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

15 LAOKE PHAULLICA MAE VILLA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 LAPADA MARCHENETTE MORTEL JOHN PAUL COLLEGE 

17 LAPASTORA RAPHAEL PAULO ANGELES MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

18 LAPEÑA MARIEL PORCA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 LAPID EUNICE JOI BUSTAMANTE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

20 LAPIDO TRISHA MAE PROFUGO MARINDUQUE STATE COLLEGE-BOAC 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 LAPINID VINA CABALTICAN CENTRAL COLLEGES OF THE PHILIPPINES 

2 LAPPAY EDWIN BUNAGAN SAINT PAUL UNIVERSITY-TUGUEGARAO 

3 LAPPAY ROSELYN MAMBA RIZAL TECHNOLOGICAL UNIVERSITY 

4 LAPUGOT ARRAH MARIE SARMIENTO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

5 LAPUZ KHATLEEN GOLD PAEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 LAQUI EMIEL JOSEPH TAN UNIVERSITY OF BATANGAS 

7 LAQUIAN VOLTAIRE JR CARANTO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

8 LAQUINDANUM IRISH MAE PINGUL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 LAQUINDANUM NOEL SALES SANTOS TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

10 LARA DESIREE TABBADA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

11 LARGUEZA SHARA MALLORCA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 LARIDA JASPER JAMES SELMA TAGUIG CITY UNIVERSITY 

13 LARIOSA HAZEL JANE LOTINO SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

14 LAROYA JOHN SOLE PETIL RIZAL TECHNOLOGICAL UNIVERSITY 

15 LASAN CLARK DELA CRUZ NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

16 LASCO MARK CHRISTIAN CELESTINO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 LASPOBRES JOHN LLOYD CERVANTES MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

18 LASTRA KENETH OÑASA PAMANTASAN NG LUNGSOD NG VALENZUELA 

19 LATASA DARWIN VERGEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 LATONIO ALFREDO ANGELES UNIVERSITY OF THE EAST-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 LATORRE JOHN LOREY VILLANUEVA UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

2 LAUAN ALEXIS JOVEL COLOSO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 LAUAN ELLAISA MARIS BONZO UNIVERSITY OF RIZAL SYSTEM-MORONG 

4 LAUCHENGCO MARY JUNEE DAGULO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 LAURDEN CHRISTINE QUINALAYO PARTIDO STATE UNIVERSITY-(GOA)GAO 

6 LAURENO MARK LESTER LOVINO RIZAL TECHNOLOGICAL UNIVERSITY 

7 LAURETA APRIL GAY CAMBIA UNIVERSITY OF LA SALETTE-SANTIAGO 

8 LAURETA LAUREN JOSHUA SERVIANO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

9 LAURIO ADELHEID GERMAINE PALCES DE LA SALLE UNIVERSITY-MANILA 

10 LAURON RIA MAE SECUYA LYCEUM OF THE PHILIPPINES - CAVITE 

11 LAUS WYNONA CABRAL HOLY ANGEL UNIVERSITY 

12 LAVEGA KYLA MAGHIRANG POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 LAXAMANA LYKA PATRICIA ANN MANLICLIC FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 LAXAMANA RAFAEL OLPINDO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 LAYA GEWINA JOVELLANO CAMARINES NORTE STATE COLLEGE-DAET 

16 LAYGO MARK CLEZENDRO BESENIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 LAYLAY MARICAR LARRACAS MARINDUQUE STATE COLLEGE-BOAC 

18 LAYNES NICKO ESTOY UNIVERSITY OF NORTHEASTERN PHILIPPINES 

19 LAYNO MELODY DIANA KAY QUIMNO ADAMSON UNIVERSITY 

20 LAYOS ANGELIKA MAE MENDOZA URDANETA CITY UNIVERSITY (CCU) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 LAYOS MELANIE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

2 LAYUG JMYDEN MANLULU DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

3 LAYUG TRISTAN KYLE MAGNO PAMANTASAN NG LUNGSOD NG MAYNILA 

4 LAYUGAN CLINTON JOHN ORTIZ SAINT MARY'S UNIVERSITY 

5 LAYUGAN JOEMEL DOMINGO MARIANO MARCOS STATE UNIVERSITY-BATAC 

6 LAZAGA RAVEN KARL TAGUMPAY LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

7 LAZARO HERALD ANGELO MURILLO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 LAZO JOEMAR GALORA QUIRINO STATE COLLEGE 

9 LEAL JOHN LLOYD LOCQUIAO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 LEANO JULIUS ADOLF MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 LEAÑO KENNIE LEONARD MAGPALE SAINT LOUIS UNIVERSITY 

12 LEANO KIMBERLY TEJADA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

13 LEDDA DARYLLE JASPER BIEN SAINT LOUIS COLLEGE OF SAN FERNANDO 

14 LEDDA MARYANI EVE MACULANGAN UNIVERSITY OF RIZAL SYSTEM-MORONG 

15 LEDESMA JOSEMARIE RAÑADA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 LEDESMA RAFAEL JOSHUA TALBAN UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

17 LEDESMA RAYNE ALECSIS FABROS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 LEE JAYCEN BELLE VERGARA NEW ERA UNIVERSITY 

19 LEGARDE CHRISTINE GRACE ALYSSA MANGLICMOT SULTAN KUDARAT STATE UNIVERSITY- 
TACURONG 

20 LEGASPI DYLAN POLO ITABLE TECHNOLOGICAL UNIVERSITY OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 LEGASPI JERIC AARON RAPON DE LA SALLE UNIVERSITY-MANILA 

2 LEGASPI JOLINA ARLE LYCEUM OF THE PHILIPPINES - CAVITE 

3 LEGASPI MARVE DEO DE VILLA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 LEGASPI VERONICA OLIVEROS PAMANTASAN NG LUNGSOD NG MAYNILA 

5 LEGO JOHN CHRISTIAN VILLAFLOR UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

6 LENDEZ HIENZ PRIETO NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

7 LENIDA SOPHIA MARIE DEJITO UNIVERSITY OF RIZAL SYSTEM-MORONG 

8 LEOCADIO GENESIS FRANCIS SADILI MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

9 LEONARDO SEAN ANDREI APOLINARIO UNIVERSITY OF SANTO TOMAS 

10 LEONARDO TOBIAS ANGELINO SANTOS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 LEONCIO ANGIE HERUELA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

12 LEONES JANBER ESPERAS NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

13 LEONES PATRICIA JAE JIONGCO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

14 LEONIDA LORAINE SHEIR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 LEPITEN REINAMEL BAUTISTA UNIVERSITY OF RIZAL SYSTEM-MORONG 

16 LEPRAN SOPHIA KATHLEEN PUCIO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

17 LEREY JOYCE PEREZ ISABELA STATE UNIVERSITY-ECHAGUE 

18 LEYBA HANS LAWRENCE ESPINELI DE LA SALLE UNIVERSITY-DASMARINAS 

19 LEYCANO DANNELL ARINGA PHILIPPINE CENTRAL ISLANDS COLLEGE 

20 LEYSON ADREN MICO ZATA BALIUAG UNIVERSITY (BALIUAG COLLEGES) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
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School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-B Floor : 3RD Room/Grp No. : 306 


Seat Last Name First Name Middle Name School Attended 

No. 

1 LEYVA PAUL AZY TOPACIO UNIVERSITY OF RIZAL SYSTEM-MORONG 

2 LI GERALD ANDREW NGO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

3 LI WILSON DE LA SALLE UNIVERSITY-MANILA 

4 LIAD KEAN MARCO ROXAS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

5 LIBOR JOHN CARLO ROSANTO CENTRAL COLLEGES OF THE PHILIPPINES 

6 LIBRERO ANGELITO SALONGA UNIVERSITY OF MAKATI 

7 LIBRES ALDVIN JACOBA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 LIBRES JESSEL SAINT JOSEPH'S COLLEGE-MAASIN 

9 LIBRON CARLO LOUIS CHITONGCO LYCEUM OF THE PHILIPPINES - CAVITE 

10 LIBUNAO KAREN BALTAZAR BALIUAG UNIVERSITY (BALIUAG COLLEGES) 

11 LIBUNAO WILBERT MARTIN NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

12 LICON PATRICIA JOY MAMADOR MARINDUQUE STATE COLLEGE-BOAC 

13 LILANG MICAH FAJARITO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

14 LIM ADRIAN BRECIÑO UNIVERSITY OF NUEVA CACERES 

15 LIM ALLIAH JEANNE DELA CRUZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 LIM CHARISE FAYE HERNANDEZ AQUINAS UNIVERSITY 

17 LIM CHERRYLYN SOLANA UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

18 LIM ELFA DEA DELA CRUZ GARCIA COLLEGE OF TECHNOLOGY 

19 LIM JAEZER DE LA SALLE UNIVERSITY-DASMARIÑAS 

20 LIM JULIA MAE LLAGAS TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : MANILA CENTRAL UNIVERSITY (MCU) 


PROFESSIONAL REGULATION COMMISSION 


Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-B 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 4TH 
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Room/Grp No. : 401 


Seat Last Name First Name Middle Name School Attended 

No. 

1 LIM KIM PEE PIOQUID NORTHWESTERN UNIVERSITY 

2 LIM LIZETTE HENLEY CASTILLO UNIVERSITY OF SANTO TOMAS 

3 LIM MICHAEL ATIENZA RIZAL TECHNOLOGICAL UNIVERSITY 

4 LIM RALPH JOSEPH TOLIBAS UNIVERSITY OF RIZAL SYSTEM-MORONG 

5 LIM SCHAN MILLEN DELA CRUZ DE LA SALLE UNIVERSITY-DASMARINAS 

6 LIM SHIELA JANE NEBREJA PAMANTASAN NG LUNGSOD NG VALENZUELA 

7 LIMON NICANOR JR NARCELLES UNIVERSITY OF SANTO TOMAS 

8 LIMOS ED HARVEY LOPEZ TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

9 LIMPIADA DAVID GLENN SADIM FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

10 LIMPIO MARK ADRIAN DE GUIA PAMANTASAN NG LUNGSOD NG MAYNILA 

11 LIMUECO JOBERT ROBEA JOHN PAUL COLLEGE 

12 LINCALLO CHRISTIAN JAY SALES MARINDUQUE STATE COLLEGE-BOAC 

13 LINDE ARJAY GALLARDO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

14 LINDONGAN NABIL SALIK COTABATO CITY STATE POLYTECHNIC 
COLLEGE 

15 LINGA CHRISHNA JOY RIVERA MARINDUQUE STATE COLLEGE-BOAC 

16 LINGA KENNETH LLOID BORBE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 LINGON NIEL JUSTINE BENITEZ MARINDUQUE STATE COLLEGE-BOAC 

18 LINTAG GLORIA MORALES DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

19 LINTAG SHARA MAE SANTOS DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

20 LIPA JHAMES BILL ZAMORA DIVINE WORD COLLEGE OF LEGAZPI 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : MANILA CENTRAL UNIVERSITY (MCU) 


Address : EDSA, CALOOCAN CITY 
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MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Building : NEW BASIC EDUC-B Floor : 4TH Room/Grp No. : 402 

Seat Last Name First Name Middle Name School Attended 

No. 

1 LIPATA JOHN MANUEL MERCADO DE LA SALLE UNIVERSITY-DASMARINAS 

2 LIRA EZEKIEL TACMO ADAMSON UNIVERSITY 

3 LISING JHAYCELL VINCE PANGANIBAN BATANGAS STATE UNIVERSITY - ALANGILAN 

4 LISING ROCHELLE LYN AGNOL SAINT MARY'S UNIVERSITY 

5 LISTA LYKA CORPUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 LISTANA JOHN DIONELLE ROMANO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

7 LITERAL BERNADETTE FABRIGAS UNIVERSITY OF BATANGAS 

8 LITONJUA MARYKHYLE GAYUTIN MARINDUQUE STATE COLLEGE-BOAC 

9 LITRAGO DAISY MAE DAVID UNIVERSITY OF NEGROS OCCIDENTAL- 
RECOLETOS 

10 LIVADO NEIL HARVEY CENDAÑA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

11 LIWAG RENZ PATRICK GONZALES UNIVERSITY OF THE EAST-MANILA 

12 LIWANAG JOEY KIRSTIN TAYTAY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 LIWANAG RALPH LAURENCE VALDEZ UNIVERSITY OF BATANGAS 

14 LIZARDO JOHN MAR VERGARA RIZAL TECHNOLOGICAL UNIVERSITY 

15 LLABRES ADRIAN PATRICK REYES POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

16 LLABRES KENNETH BENAVIDES CATANDUANES STATE UNIVERSITY VIRAC 

17 LLADO KIMBERLY ESPEJO WESTERN INSTITUTE OF TECHNOLOGY 

18 LLADONES VLADIMIR JOHN MAPUA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

19 LLAGAS LESLIE ANNE HAMTIG MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

20 LLAMAS TRISTAN NICOLE BALTAZAR UNIVERSITY OF PANGASINAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 
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MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Building : NEW BASIC EDUC-B Floor : 4TH Room/Grp No. : 403 

Seat Last Name First Name Middle Name School Attended 

No. 

1 LLANETA CHRISTIAN BRAZIL UNIVERSITY OF RIZAL SYSTEM-MORONG 

2 LLANETA JOHN ANTHONY PILAPIL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 LLANTADA JAMES BALANSAY NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

4 LLANTINO ANGELINA BAUTISTA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 LLARENA HANNARAE ORTICIO BICOL UNIVERSITY-LEGAZPI 

6 LLENAREZ CHARMIE EDUARDO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 LLEVA LORIE NEIL DE BELEN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

8 LLORAG JEREMY MAGNO EASTERN VISAYAS STATE UNIVERSITY 
(for.LIT)TACLOBAN 

9 LLOVIT JESSA MAE LUDOVICE FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

10 LO FRANZ LENNON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 LOBIGAS DAVE ROBERT NOLASCO RIZAL TECHNOLOGICAL UNIVERSITY 

12 LOBO JONATHAN SANTOS BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

13 LODOR RICKY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

14 LOGDAT GLAYDELL RICAMATA MARINDUQUE STATE COLLEGE-BOAC 

15 LOGMAO JENINA MOLATO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 LOLONG KRISTINE JANE MAGPALE CENTRAL LUZON STATE UNIVERSITY 

17 LOMABAO MARC JULIUS MANGADAP UNIVERSITY OF LA SALETTE-SANTIAGO 

18 LOMBRES ANGELICA BEATRICE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

19 LOMEDA ARNEL PANDES CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

20 LOMEDA MA. JAED BEATRICE ABLANG UNIVERSITY OF THE PHILIPPINES-DILIMAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-B Floor : 4TH Room/Grp No. : 405 

Seat Last Name First Name Middle Name School Attended 

No. 

1 LOMIBAO EDRELYN VALLO VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

2 LOMIO NEIL BRIAN VILLANUEVA PAMANTASAN NG LUNGSOD NG MAYNILA 

3 LOMUNTAD RINA MAY CABANSAG MANUEL L. QUEZON UNIVERSITY 

4 LONDONIO MERILL MAY DE GUZMAN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

5 LONGASA ANNA LEIZEL MORENO NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

6 LOO JAE EMMANUEL TAN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

7 LOPE APRIL JOY MONTARON MARINDUQUE STATE COLLEGE-BOAC 

8 LOPE ROLLY OLIVEROS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

9 LOPENA JEFFREY GERALDINO EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

10 LOPEZ ANGELICA NINO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

11 LOPEZ ARKANGEL TUBIL DE LA SALLE UNIVERSITY-DASMARIÑAS 

12 LOPEZ CZARINA ERIKA AVELLANO NATIONAL UNIVERSITY-MANILA 

13 LOPEZ FIDENCIO JR PAGOBO NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

14 LOPEZ GERARD MARK PIELAGO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

15 LOPEZ HANNAH KATHLEEN VERGARA UNIVERSITY OF THE EAST-MANILA 

16 LOPEZ IVY MAHINAY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 LOPEZ JOHN EDISON ALBO CAMARINES NORTE STATE COLLEGE-DAET 

18 LOPEZ JOHN HAROLD AQUINO UNIVERSITY OF BATANGAS 

19 LOPEZ JOHN PAUL ALECKZ ERMITA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

20 LOPEZ KATHLEEN RAMOS TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : MANILA CENTRAL UNIVERSITY (MCU) 
Address : EDSA, CALOOCAN CITY 


Building : NEW BASIC EDUC-B Floor : 4TH Room/Grp No. : 407 

Seat Last Name First Name Middle Name School Attended 

No. 

1 LOPEZ KIMBERLY SERALVO ADAMSON UNIVERSITY 

2 LOPEZ MARIA THERESA OIRADA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 LOPEZ MARIANE MANIAGO UNIVERSITY OF THE EAST-CALOOCAN 

4 LOPEZ MICHAEL JOHN SOTTO ADAMSON UNIVERSITY 

5 LOPEZ NICHOLE ALLIAH MAE CARCHA SAINT LOUIS UNIVERSITY 

6 LOPEZ NICK VINCENT LUMITAO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 LOPEZ RUSTY BOY INOSANTO UNIVERSITY OF MANILA 

8 LORENZO ANGELICA ANNE MANANSALA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 LORENZO ANNE PATRIZCHA PAULINE MICHAEL MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

10 LORENZO GLADYS MAE GATUS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 LORENZO RICHARD MATIAS ADAMSON UNIVERSITY 

12 LORETO JESTER JOHN CHAO UNIVERSITY OF THE EAST-CALOOCAN 

13 LORETO NATHANIELA HORCAJO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

14 LORONO JOHN REX PALISOC TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 LOZADA MAICA ALDAY PAMANTASAN NG LUNGSOD NG MAYNILA 

16 LOZANO KARRIE ARGUILLES UNIVERSITY OF RIZAL SYSTEM-MORONG 

17 LOZANO MA. LIEZEL LUNA UNIVERSITY OF EASTERN PHILIPPINES- 
CATARMAN 

18 LOZANO MA. LYCELLE SENA MARINDUQUE STATE COLLEGE-BOAC 

19 LOZANO MARK ANTHONY LEGASPI ISABELA STATE UNIVERSITY-ECHAGUE 

20 LU CHRISTIAN JOHN DAVID HOLY ANGEL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 
premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 2ND Room/Grp No. : COM 
LAB 1 

Seat Last Name First Name Middle Name School Attended 

No. 

1 LUALHATI ALVIN LURA NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

2 LUBAO EIREEN GEM CHRISTIANNE PADULIP TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 LUBGUBAN DYAN LABRADOR FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

4 LUCAS CHRISTINE JOY DIONISIO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

5 LUCAS JOBEL DWIGHT PANGANIBAN JOHN PAUL COLLEGE 

6 LUCAS SHANNON SERRANO NATIONAL UNIVERSITY-MANILA 

7 LUCENA RUEL SANTELICES POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 LUCENECIO BHONG TUAZON PAMANTASAN NG LUNGSOD NG VALENZUELA 

9 LUCERO JULIE-ANNE PINDORO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 LUCES NONITO III VELARDE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 LUCHING NEIL CHRISTIAN SAN AGUSTIN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 LUCI GERALD PARAGAS MARINDUQUE STATE COLLEGE-BOAC 

13 LUCIANO ARIES VALENTIN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

14 LUCILO BRYAN ELPA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

15 LUDOVICO ALICIA MAE MANAYAO DE LA SALLE UNIVERSITY-DASMARIÑAS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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MANILA 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 
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Building : Floor : 2ND Room/Grp No. : COM 
LAB 2 

Seat Last Name First Name Middle Name School Attended 

No. 

1 LUGARES KARL VINCENT EMIL GUBAC HOLY ANGEL UNIVERSITY 

2 LUKBAN ROLAND ANDRIE GUNDA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 LUMABAN CIR JOHN PATIO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 LUMABAN JELENE JAVIER POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 LUMABAN KIRBY LLOYD BENITEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 LUMANG CHRISTINE MARIE DELA PENA NATIONAL UNIVERSITY-MANILA 

7 LUMASAC JUNOLENE ROTAS EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

8 LUMBANG MARK JEREMY PARAS SAINT MARY'S ANGELS COLLEGE OF 
PAMPANGA 

9 LUMBANG REGINE NARCISO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

10 LUMBIS JERIMIE AGABAO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

11 LUMBRERA MARK IAN RAMOS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 LUMDANG JUNWEI CLYDE JOSHUA BOLANTE ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

13 LUMILAN REGMAR CABANELA FLORENCIO L. VARGAS COLLEGE- 
TUGUEGARAO 

14 LUMONTAD ALDWIN APAO UNIVERSITY OF MANILA 

15 LUNA CHARIS JOY NEVERIO CAMARINES SUR POLYTECHNIC COLLEGE- 


NABUA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : 


Floor : 2ND 
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Room/Grp No. : COM 
LAB 3 


Seat Last Name First Name Middle Name School Attended 

No. 

1 LUNA RAQUEL RAMOS UNIVERSITY OF BATANGAS 

2 LUNA VINCENT SALEM MANUEL L. QUEZON UNIVERSITY 

3 LUNA ZEA HANNA MAE BUDOMO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

4 LUPIG CZINA PATRICIA RIZAL DE LA SALLE UNIVERSITY-MANILA 

5 LUPIG DANIEBELLE BONDAD MARINDUQUE STATE COLLEGE-BOAC 

6 LUPO ANTHONY LOUISE EQUINAN MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

7 LUZON JOHANNA ELLARIS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 LUZON PENIEL PASAMON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 MAANO ELSIE VILLAMORA MARINDUQUE STATE COLLEGE-BOAC 

10 MABANAG HOWARD DANTE RAMOS MARIANO MARCOS STATE UNIVERSITY-BATAC 

11 MABBORANG LESTER JOHN DE LEON PAMANTASAN NG LUNGSOD NG VALENZUELA 

12 MABUGAY ELMER JR VEGAFRIA UNIVERSITY OF ANTIQUE-SIBALOM 

13 MABUNGA ALPHA GELERA DE LA SALLE UNIVERSITY-MANILA 

14 MABUNGA JALBEN MORRON ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

15 MABUNGA JIAZEL CORONG POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

16 MABUTAS JESSY ROSE REYES TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

17 MACABALANG MARY JOMELANE PADILLA EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

18 MACABUAT SAFIYAH CAPEROCHO UNIVERSITY OF SANTO TOMAS 

19 MACADA-AG MAHID TOMAWIS NATIONAL UNIVERSITY-MANILA 

20 MACADAEG JANUEL MAALA SAINT LOUIS COLLEGE OF SAN FERNANDO 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 2ND Room/Grp No. : RM. 
201 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MACAIRAN RICCA ANNE GONZAGA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

2 MACALINAO AUBREY GALE PANGILINAN DE LA SALLE UNIVERSITY-MANILA 

3 MACALINO NEIL TIMOTHY LAUS MANUEL L. QUEZON UNIVERSITY 

4 MACALOLOOY EVAN STEPHEN DELA CERNA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

5 MACANAS RAMON CHRISTOPHER ONIA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

6 MACAPAAR MOHAMMAD YUSUF MAMBUAY LAKE LANAO COLLEGE, INC. 

7 MACAPAGAL JOHN AARON DE GUZMAN NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

8 MACAPAGAL ROSARIO VENTURA BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

9 MACAPINLAC MARK LOUIS CAHILIG DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

10 MACARAEG EDWARD JOSEPH MARQUEZ DIVINE WORD COLLEGE OF CALAPAN 

11 MACARAEG KRISTINE ANGELA SALUDARES FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

12 MACARAMBON ABDULBARRI BEDAR UNIVERSITY OF SANTO TOMAS 

13 MACARAMBON JOHANNA FARHANNI LUCMAN MINDANAO STATE UNIVERSITY-ILIGAN 
INSTITUTE OF TECHNOLOGY 

14 MACARAOB ABDUL HALIM MACARAMBON UNIVERSITY OF THE EAST-CALOOCAN 

15 MACARAT MELJUN DE JESUS TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

16 MACASPAC ANGELICA BOGNOT DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

17 MACATANGAY JOHN BERNARD MANALASTAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 MACATANGAY JOSHUA ANDREI MARANAN DE LA SALLE UNIVERSITY-MANILA 

19 MACATANGAY MA. ELIZABETH BROTONEL UNIVERSITY OF BATANGAS 

20 MACATANGAY MARGADREW NICOLE LEANO UNIVERSITY OF SANTO TOMAS 

21 MACATANGAY MICHELLE CLARETE UNIVERSITY OF BATANGAS 

22 MACATANGAY NICKLAUS OWEN MONTENEGRO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

23 MACATANGAY RALPH GODWYN TOLENTINO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

24 MACATOL DESIREE DONGON PAMANTASAN NG LUNGSOD NG VALENZUELA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 2ND Room/Grp No. : 
LECTURE RM. 1 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MACEDA SHEENA MAE CARILO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

2 MACTAL JAN JOEL VITAL EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

3 MACUNAT DANNA MARIE UNTE MARINDUQUE STATE COLLEGE-BOAC 

4 MACUNAT RACELL JOY MENDOZA MARINDUQUE STATE COLLEGE-BOAC 

5 MACUTAY RAFAEL PARAOAN NATIONAL UNIVERSITY-MANILA 

6 MACUTONG GHAIL ZULUETA DIVINE WORD COLLEGE OF CALAPAN 

7 MADDATU MIGUEL ENRIQUE ULGADO LYCEUM OF THE PHILIPPINES - CAVITE 

8 MADERAL NOEL ISAAC VILLAROJAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 MADERAZO CRIZZA MAE CASTAÑEDA BATANGAS STATE UNIVERSITY - ALANGILAN 

10 MADERAZO MEILSON DANEL GARCIA BATANGAS STATE UNIVERSITY - ALANGILAN 

11 MADLAMBAYAN JEMAINE DIMLA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

12 MADRAGA BIANCA JOYCE RUBIO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

13 MADRIAGA CHRISTIAN PAOLO BINUYA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

14 MADRID ALEXSANDRO TANGONAN DIVINE WORD COLLEGE OF LAOAG 

15 MADRID DANICA TABOSO UNIVERSITY OF NUEVA CACERES 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 
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Building : Floor : 2ND Room/Grp No. : ARTS 
& DESIGN STRANDS 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MADRIDEO RACHELLE MAE ABEJORO CAMARINES NORTE STATE COLLEGE-DAET 

2 MADSAM FHARHAN RALF TAHA PALAWAN POLYTECHNIC COLLEGE, INC. 

3 MAGALLANES EDMARK PICARDAL EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

4 MAGAN GIDEON PAUL ARCEGA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 MAGAT MARIANNE ERIKA MARTE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

6 MAGAT SHELLY ASHLEY JOSUE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

7 MAGAT XYRENE ASHLEY ALMAREZ SAINT MARY'S UNIVERSITY 

8 MAGAYANO JICK ARENDON CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

9 MAGBAGO IRENE FRANCISCO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 MAGBANUA CHARLENE MILAN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

11 MAGBANUA MARY JUNETH DALIDA PAMANTASAN NG LUNGSOD NG MAYNILA 

12 MAGBANUA ROSSDALE CHLOE NAZARENO ADAMSON UNIVERSITY 

13 MAGBITANG KRISTINA COLEEN SARREAL LYCEUM OF THE PHILIPPINES - CAVITE 

14 MAGCAMIT JEROME MOTOL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 MAGDURULANG JOHN MANUEL VINZON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 MAGISTRADO ANGELO UY CENTRAL COLLEGES OF THE PHILIPPINES 

17 MAGLALANG GABRIEL SECADRON RIZAL TECHNOLOGICAL UNIVERSITY 

18 MAGLANA JOHN RENZ BEHARE FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

19 MAGLEO JOHN LLOYD YNZON UNIVERSITY OF PANGASINAN 

20 MAGLEO MARY JANE SANTIAGO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

21 MAGLUYAN MA. HANNAH JHOBY FADOL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

22 MAGNAYE KIMBERLY WEALTH MEONADA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

23 MAGNAYE NOVE HAZEL MONTAÑA RIZAL TECHNOLOGICAL UNIVERSITY 

24 MAGNAYE RANDEL ABRIL LAGUNA COLLEGE 

25 MAGNAYI JHUBELLE VERNADETTE CASTRO LYCEUM OF THE PHILIPPINES - CAVITE 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


MANILA 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : 


Floor : 3RD 


LECTURE RM. 1 


Seat Last Name First Name Middle Name School Attended 

No. 

1 MAGNO JOLENE PAULA SICAD PAMANTASAN NG LUNGSOD NG MAYNILA 

2 MAGNO RON EXEQUIEL NUESTRO LYCEUM OF THE PHILIPPINES - CAVITE 

3 MAGO JOEL BUGTONG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 MAGPALE MARY JANE RAMIREZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

5 MAGPANTAY MA. DELNA ZULUETA DIVINE WORD COLLEGE OF CALAPAN 

6 MAGPANTAY MICHELLE CATHERINE FERIDO UNIVERSITY OF THE EAST-MANILA 

7 MAGPAYO MICHAEL PAUL JORDAN DAMASCO QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

8 MAGPILI TRISHA ISABEL LLAGUNO UNIVERSITY OF THE EAST-CALOOCAN 

9 MAGSAMBOL NICOLE DE GUZMAN NATIONAL UNIVERSITY-MANILA 

10 MAGSAYSAY ZARMYNE DE SAGUN UNIVERSITY OF BATANGAS 

11 MAGSINO ARNOLFO ROMMEL MONFORTE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 MAGSINO JAN ARTZIE SALAZAR UNIVERSITY OF BATANGAS 

13 MAGSINO MEGHAN BELEN BATANGAS STATE UNIVERSITY - ALANGILAN 

14 MAGSOMBOL DANIELA ISABEL GUIANAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 MAGSOMBOL FERDINAND ANDREW DE MESA MAPUA UNIVERSITY (FOR M.l.T.) - MANILA 
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Room/Grp No. : STEM 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
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Building : Floor : 3RD Room/Grp No. : STEM 
LECTURE RM. 2 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MAGTANGOB JASON UNIVERSITY OF RIZAL SYSTEM-MORONG 

2 MAGTURO MAYNARD JABAL MARINDUQUE STATE COLLEGE-BOAC 

3 MAGTUTO ANDREA BINUYA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 MAINIT JENICE JOSE NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

5 MAJABA IRISH KRISTELLE MOLINA MARINDUQUE STATE COLLEGE-BOAC 

6 MAJABA SHAVEEN GRACE MENDOZA MARINDUQUE STATE COLLEGE-BOAC 

7 MAJHEN JOHN JR GATIC IFUGAO STATE UNIVERSITY (for. IFUGAO SCAF)- 
LAGAWE 

8 MAKALINTAL JAMES BENOZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 MALA DATU ABDULRAHIM ARA COTABATO CITY STATE POLYTECHNIC 
COLLEGE 

10 MALABANAN JAKE ERROLL JIMENEZ LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

11 MALABANAN YURINA CHUA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 MALABARBAS FERNAN AMEDO TAGUIG CITY UNIVERSITY 

13 MALABAYABAS DANIELA ALBERTO MARINDUQUE STATE COLLEGE-BOAC 

14 MALAG JHONREY BASULGAN BICOL UNIVERSITY-LEGAZPI 

15 MALAGAYO JENNY RAZO ASIA PACIFIC COLLEGE OF ADVANCED 


STUDIES 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 3RD Room/Grp No. : 303 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MALAGAYO PRINCESS MARA PABLICO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

2 MALAKI REIVEN BARCARSE BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

3 MALANG LORENZ VALENCIA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

4 MALAPOTE DESIREE MANRIQUE MARINDUQUE STATE COLLEGE-BOAC 

5 MALAPOTE JOHN JEUS RONGAVILLA MARINDUQUE STATE COLLEGE-BOAC 

6 MALASIQUE KRIZIA MENDOZA EMILIO AGUINALDO COLLEGE-DASMARINAS 

7 MALASO ALLYZA MAE BAUYON UNIVERSITY OF RIZAL SYSTEM-MORONG 

8 MALATE JOHN MICHAEL CABRALDA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 MALAZARTE IVAN VIGAYAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 MALCO MAURICE PAOLA MONTENEGRO MARINDUQUE STATE COLLEGE-BOAC 

11 MALEJAN ROMMEL JHON FAMISARAN RIZAL TECHNOLOGICAL UNIVERSITY 

12 MALIBIRAN ANDREI PHILIP REYES LYCEUM OF THE PHILIPPINES-LAGUNA 
(for. LYCEUM INST.OF TECH) 

13 MALIC MARICON STA. MARIA EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

14 MALICAD ABIGAIL RAGASA CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

15 MALICDEM JUSTINE MAE DURAN SAINT LOUIS UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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PROFESSIONAL REGULATION COMMISSION Page 170 of 303 
MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 3RD Room/Grp No. : 304 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MALIG JALOU ARIEN GANGCUANGCO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

2 MALIGA RASHEDIEN DIMACISIL COTABATO CITY STATE POLYTECHNIC 
COLLEGE 

3 MALIGAYA MARY JEANETTE CONTI UNIVERSITY OF SANTO TOMAS 

4 MALINAO KRISHA MARTIZANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 MALINAO LOURDES GAYO EASTERN VISAYAS STATE UNIV. (FOR. L.I.T.)- 
ORMOC CAMPUS 

6 MALINAO NEIL VINCENT CERENO RIZAL TECHNOLOGICAL UNIVERSITY 

7 MALIT AIRA NAVA DE LA SALLE UNIVERSITY-MANILA 

8 MALIT JILLIAN CAPIN BATAAN PENINSULA STATE UNIVERSITY-MAIN 


CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 


9 MALITAO ARRA MABUTI MARINDUQUE STATE COLLEGE-BOAC 

10 MALITAO KATE PRINCESS DE MESA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 MALLANAO ROY NIAO ABADIJOS UNIVERSITY OF THE EAST-CALOOCAN 

12 MALLARE BRYAN SICAT NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

13 MALLARI C-JHAY GALVEZ NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

14 MALLARI EDDIE BOY CASUELA NATIONAL UNIVERSITY-MANILA 

15 MALLARI NAUSICAA GWEN OCANA TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 3RD Room/Grp No. : 305 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MALLARI PATRICIA MAE BUHAIN PAMANTASAN NG LUNGSOD NG MAYNILA 

2 MALLARI RONMARK OCAMPO UNIVERSITY OF SANTO TOMAS 

3 MALLARI WILFRED JR BAYATAN NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

4 MALLEN ANGEL SALMORIN ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

5 MALLILLIN MELANIE AQUINO UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

6 MALOLES BIENCARLO VILLANUEVA UNIVERSITY OF SANTO TOMAS 

7 MALTO MERLY ANN BERNARDINO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 MAMA ABDUL JALIL AGUAM PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

9 MAMAD JAMEL USMAN SAINT PETER'S COLLEGE-ILIGAN CITY 

10 MAMALUDIN SHIBIB AHMED PANTARAN SOUTHERN MINDANAO COLLEGES 

11 MAMARADLO KING AL GENESIS PALMA NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

12 MAMARI MOHAMAD ALI DALIDIG PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

13 MAMBUAY ACHMAD JOHAIR IGNACIO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

14 MAMERTO NIKKA GONZALES PALAWAN STATE UNIVERSITY-P. PRINCESA 

15 MAMING JOANNA MARIE PASCUAL FEU INSTITUTE OF TECHNOLOGY (for FEU- 


E.A.C.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


Page 171 of 303 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 3RD Room/Grp No. : 306 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MAMITAG MELCHOR JAMILLA MARINDUQUE STATE COLLEGE-BOAC 

2 MAMORNO YNA HADASSA AMPARO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 MAMUNGAY KAVIN BALUYAN FLORENCIO L. VARGAS COLLEGE- 
TUGUEGARAO 

4 MANABAT VIA CARAGAY BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

5 MANACMUL RAMJEL CRUZ NEW ERA UNIVERSITY 

6 MANAHAN EUGENE OBIAS UNIVERSITY OF THE EAST-CALOOCAN 

7 MANAHAN JUSTINE GABRIELA PACATE EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

8 MANAIG KEAN JAKE DULNUAN SAINT MARY'S UNIVERSITY 

9 MANALAC KIM KENNETH BERJA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 MANALAD CHRISTOPHER AQUINO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

11 MANALANSAN ADRIAN HILARIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 MANALANSAN KIMMUEL CARREON DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

13 MANALAYSAY MA. GLANICA MOLINA UNIVERSITY OF RIZAL SYSTEM-MORONG 

14 MAÑALE NATHANIEL PAGTANANAN MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

15 MANALIGOD MICHAEL RANCE PAMANTASAN NG LUNGSOD NG VALENZUELA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 3RD Room/Grp No. : 307 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MANALILI JOMAR VILLACORTA CENTRAL LUZON STATE UNIVERSITY 

2 MANALILI MICHAEL SHAUN INGENIERO DE LA SALLE UNIVERSITY-MANILA 

3 MANALISIG ABDUL BARRY AMBOL FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

4 MANALO AUBREY KAYLEY RAGASA JOHN PAUL COLLEGE 

5 MANALO HAROLD ARELLANO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

6 MANALO JAN ERICK VILLANUEVA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 MANALO JANRIEL CRUZ PAMANTASAN NG LUNGSOD NG VALENZUELA 

8 MANALO LAILAH SAM ABEL DIVINE WORD COLLEGE OF CALAPAN 

9 MANALO STEPHANIE MAGTURO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

10 MANALOTO MARICON MAE ARROYO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

11 MANALUNDONG MOHAMMAD-RISBY AMER PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

12 MANALUS CARL JEROME CORTEZ DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

13 MANANQUIL JOSHUA RAY MAGSAMBOL LYCEUM OF THE PHILIPPINES - CAVITE 

14 MANANQUIL SJ BENIGAY COLEGIO SAN AGUSTIN-BACOLOD CITY 

15 MANANSALA RALSTEIN JR DELA CRUZ RIZAL TECHNOLOGICAL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 3RD Room/Grp No. : 308 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MANANTAN SYLVIE FRANCIA RODRIGUEZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

2 MANAOG KATHLEEN BHEA ALMERIDA NATIONAL UNIVERSITY-MANILA 

3 MANAOIS MARK JOSEPH PONTANARES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 MANAOL JIRAH RANADA UNIVERSITY OF SANTO TOMAS 

5 MANCENIDO FRANCIS ANGEL MAE ALVA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 MANCILLA JHON DALE MAYORES DIVINE WORD COLLEGE OF LEGAZPI 

7 MANDAP DECERYL SONGALIA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 MANDERICO REYNA MONIQUE REDOSENDO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

9 MANDIA RIOLENE LANOT MARINDUQUE STATE COLLEGE-BOAC 

10 MANGABAY JAN KYLE DAVID UNIVERSITY OF SANTO TOMAS 

11 MANGABO AVEGAIL PADRONCILLO PHILIPPINE CENTRAL ISLANDS COLLEGE 

12 MANGABO CARLITO JR DENOSTA DE LA SALLE UNIVERSITY-DASMARIÑAS 

13 MANGAO PRINCESS GRANNY MANITO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

14 MANGARING NIKKO ROTONI UNIVERSITY OF MAKATI 

15 MANGAYA CHRISTIAN JAY FALLA JOHN PAUL COLLEGE 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 
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Building : Floor : 3RD Room/Grp No. : 309 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MANGILAYA ABEGAIL CAWALING JOHN PAUL COLLEGE 

2 MANGINO QUEENIE GRACE MALARULAT FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

3 MANGOBA JON JON BALDONAZA CENTRAL LUZON STATE UNIVERSITY 

4 MANGUERRA KIM HO ZHEN YAP CENTRAL COLLEGES OF THE PHILIPPINES 

5 MANGUERRA KYLE MANGAO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

6 MANGUIAT ALTHEA TEJADA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 MANGUIAT ROCHELLE MACANDILI RIZAL TECHNOLOGICAL UNIVERSITY 

8 MANGULABNAN DEN-MARC CASTRO ARAULLO UNIVERSITY 

9 MANGUNDAYAO JOCIEL MARIE SALAZAR DIVINE WORD COLLEGE OF CALAPAN 

10 MANGUNLAY LADY LYNESSE GULAY UNIVERSITY OF SOUTHEASTERN PHILIPPINES- 
DAVAO CITY 

11 MANGUPAG ALLEN MAXWELL TAGUINOD SAINT LOUIS UNIVERSITY 

12 MANIGUS FERDINAND CATRIZ CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

13 MANIMTIM ELOISA ANN BRON MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

14 MANIPOL YESHA EVANGELISTA SAINT LOUIS UNIVERSITY 

15 MANIQUIZ EIDREF SUZEINE MAGTALAS CENTRAL LUZON STATE UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
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Building : Floor : 3RD Room/Grp No. : 310 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MANLAGNIT AIMEE LAURICE ALBAIRA UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

2 MANLANGIT ARNEL PAPANGO CATANDUANES STATE UNIVERSITY VIRAC 

3 MANLISES LANCE KYAN LUCRECIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 MANONGSONG CLAUDE MYKKO BALE DIVINE WORD COLLEGE OF CALAPAN 

5 MANONGSONG KRISTEL MAE ATIENZA PANPACIFIC UNIVERSITY INC.(FOR.PANPACIFIC 
UNIVERSITY NORTH PHILIPPINES 

6 MANOSA GLAYDELLE BAWALAN BATANGAS STATE UNIVERSITY - ALANGILAN 

7 MANSALAPUS CYREL LIMPIADA MARINDUQUE STATE COLLEGE-BOAC 

8 MANSALUDO ALEXA MARIE SENTILLAS EMILIO AGUINALDO COLLEGE-DASMARINAS 

9 MANTAR JUNAID BANGCOLA PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

10 MANTE LYCA MARIE BARRIENTO TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

11 MANTE NICCO VINCENT GONZALES TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

12 MANTES ERICA MASMILA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

13 MANTOS CHARNMAINE KAYE DE GUZMAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 MANUEL AIZALAINE FAJARDO TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

15 MANUEL AYESA OCAMPO DON HONORIO VENTURA TECHNOLOGICAL 


STATE UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION Page 177 of 303 
MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 3RD Room/Grp No. : 311 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MANUEL BRYAN JOZEN REMUDARO CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

2 MANUEL CLARENCE PASCO UNIVERSITY OF THE EAST-CALOOCAN 

3 MANUEL DANIELLA GRACE BRUGADA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 MANUEL GENNA MARIZ NAVARRO SAINT PAUL UNIVERSITY-TUGUEGARAO 

5 MANUEL MARK LOUISE BAUTISTA BALIUAG UNIVERSITY (BALIUAG COLLEGES) 

6 MANUEL MC KENNETH MENDOZA UNIVERSITY OF SANTO TOMAS 

7 MANUEL QUENNIE GAMOHAY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 MANUEL RENARD LARAYA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 MANZANO ARIAN MAY LEBUNA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 MANZANO BILLY JOE CABUDOL EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

11 MANZANO LAIJHUN MEO MANANSALA FLORENCIO L. VARGAS COLLEGE- 
TUGUEGARAO 

12 MANZANO MONALIZA ALBA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

13 MANZON EDMUND RAY DE CHAVEZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

14 MAPA GIAM PAUL DEL ROSARIO UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

15 MAPANSA CHRISTIAN RIZAL TECHNOLOGICAL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 
premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
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Building : Floor : 3RD Room/Grp No. : 312 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MAPE ROSELYN GLEMAO AURORA STATE COLLEGE OF TECHNOLOGY 

2 MARAAN KENT TRISTAN JIMENEZ DE LA SALLE UNIVERSITY-DASMARINAS 

3 MARAMOT MARI KAYE DATINGUINOO DIVINE WORD COLLEGE OF CALAPAN 

4 MARANAN CHRISTOPHERSON WONG LAGUNA COLLEGE 

5 MARANDA JHON KALVIN MARISCOTES MARINDUQUE STATE COLLEGE-BOAC 

6 MARASIGAN JEFCA JAMAICA BRAVO RIZAL TECHNOLOGICAL UNIVERSITY 

7 MARASIGAN JESSICA PESIGAN WESTMEAD INTERNATIONAL SCHOOL 

8 MARATA STELLA MARIS MAGLAQUE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 MARAVILLA CYBILL RAGO DIVINE WORD COLLEGE OF CALAPAN 

10 MARAVILLA SHARI MAE OSILLOS MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

11 MARAVILLAS MARIAMY GARCIA ADAMSON UNIVERSITY 

12 MARBELLA DANIELLE DEMESA SORSOGON STATE UNIVERSITY(FOR 
SORSOGON SC-SORSOGON) 

13 MARBELLA KIMBERLY MANDANE UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

14 MARBIBI MARK JASON DE LEON TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

15 MARCELINO CHRISTINE JOY NUARIN UNIVERSITY OF MAKATI 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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APRIL 23 - 24, 2023 
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Building : Floor : 3RD Room/Grp No. : 313 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MARCELLA EMMANUEL HERNANDEZ UNIVERSITY OF PANGASINAN 

2 MARCELLANA LLANA ANN ALILING UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

3 MARCELLANO CARLO BASULGAN EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

4 MARCELLANO LARA BIANCA ESPINOZA VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

5 MARCELLANO MENARD FERNANDEZ UNIVERSITY OF LUZON (LUZON COLL.) 

6 MARCIANO BERNADETTE CAOILE SAINT LOUIS UNIVERSITY 

7 MARCIANO DAVY MONTERAS MARINDUQUE STATE COLLEGE-BOAC 

8 MARCO JAN HENRICK NAPA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 MARCOS SAMANTHA MUTYA PAMANTASAN NG LUNGSOD NG VALENZUELA 

10 MARCOS SHIELA JANE FLORESTA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 MARCOSO GIANNE JEM DELA CRUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 MARERO SYDNEY DE GUZMAN UNIVERSITY OF RIZAL SYSTEM-ANTIPOLO 

13 MARFIL IV ALADDIN BELLEZA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

14 MARGES MARIANNE MALONG DE LA SALLE UNIVERSITY-DASMARIÑAS 

15 MARGES MARJONEL FERAER TECHNOLOGICAL UNIVERSITY OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 
CIVIL ENGINEER 


APRIL 23 - 24, 2023 
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Building : Floor : 3RD Room/Grp No. : 314 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MARI DANIEL REYES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

2 MARIANO JAMIL SAMANIEGO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

3 MARIANO REIVEN IZAK DEL MUNDO UNIVERSITY OF SANTO TOMAS 

4 MARIANO VERONICA FEDERIS RIZAL TECHNOLOGICAL UNIVERSITY 

5 MARIBONG MICHELLE JEAN EJAN PHILIPPINE CENTRAL ISLANDS COLLEGE 

6 MARIGA ALIYAH HASHRIEN UNDI MINDANAO STATE UNIVERSITY-GEN. SANTOS 
CITY 

7 MARILLA JUSTINE FRILLES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 MARINAS MALCOLM CAMPOTO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

9 MARIÑAS MELIESSAH ZARATE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 MARINAY MYLENE BALLESTEROS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 MARINDO JAN PAULINE ANDREA CELESTINO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

12 MARIQUINA KYLA MAE MENDOZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 MARISTELA DAN ANTHONY PALICPIC LYCEUM OF THE PHILIPPINES - CAVITE 

14 MARQUEZ EDREI JEMUEL PASIA CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

15 MARQUEZ JET NATHANIEL AGUSTIN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 3RD Room/Grp No. : 315 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MARQUEZ JEZREEL GARO UNIVERSITY OF THE EAST-CALOOCAN 

2 MARQUEZ KINDLE BLISS ALONSAGAY UNIVERSITY OF ANTIQUE-SIBALOM 

3 MARQUEZ NATHANIEL CHAVEZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

4 MARQUEZ RENCY DELA CRUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 MARTE REJOICE FERRANCULLO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

6 MARTICIO BHENA MARIE ALORRO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

7 MARTIN ALLAINNE ZYRELL HERNANDEZ MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

8 MARTIN CLARIZZA SANTOS UNIVERSITY OF RIZAL SYSTEM-MORONG 

9 MARTIN RUSSELL KURT ZAPLAN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

10 MARTIN ZYRENE JOY CRUZ NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

11 MARTINEZ CASPER JAMES CATAMBAY UNIVERSITY OF PANGASINAN 

12 MARTINEZ CJ DEL ROSARIO UNIVERSITY OF PANGASINAN 

13 MARTINEZ FRANCIS JAD MANIMTIM UNIVERSITY OF RIZAL SYSTEM-MORONG 

14 MARTINEZ IAN GUILLER MAGALING RIZAL TECHNOLOGICAL UNIVERSITY 

15 MARTINEZ JAKE JHIRO DISCUTIDO TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 
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Building : Floor : 4TH Room/Grp No. : 
PHYSICS LAB 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MARTINEZ JEAN CLAUDE EADRIENE MOLINA HOLY TRINITY COLLEGE OF PUERTO PRINCESA 

2 MARTINEZ JOHN MATTHEW RIMANDO UNIVERSITY OF MANILA 

3 MARTINEZ MARSHA ANDREA REED TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 MARTINEZ NIKKI ACENAS LYCEUM NORTHWESTERN UNIVERSITY- 
DAGUPAN CITY 

5 MARTINEZ NORIELYN ATCHICOSO UNIVERSITY OF RIZAL SYSTEM-MORONG 

6 MARTINEZ PATRICIA MEDINA UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

7 MARU VANISA OMPOC DR. EMILIO B. ESPINOSA SR. MEMORIAL 
AGRICULTURAL COLLEGE 

8 MARUZZO SHAIRA ANGELICA ARUALAN MANUEL L. QUEZON UNIVERSITY 

9 MARZAN JAN MICHAEL VITO HOLGADO UNIVERSITY OF THE EAST-MANILA 

10 MARZAN JESSICA LLANES UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

11 MASAGCA JURUS ADRIAN PLACEROS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 MASALING ALMA MAE DELIMIOS UNIVERSITY OF BATANGAS 

13 MASALUNGA DARREN DAVE PARAON UNIVERSITY OF THE EAST-MANILA 

14 MASANGKAY EMANUEL DENISE JUDE LOPEZ RIZAL TECHNOLOGICAL UNIVERSITY 

15 MASANGKAY MA. RACEL ALFARO CENTRAL COLLEGES OF THE PHILIPPINES 

16 MASUJER DIONIEL HINA DIVINE WORD COLLEGE OF LEGAZPI 

17 MASULIT JESEBELLE TABINAS UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

18 MATA ANGELICA ROSE GARCIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 MATABANG KING RYAN ROBERT VELASQUEZ VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

20 MATANOG JOHARY DARABA SAINT PETER'S COLLEGE-ILIGAN CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION Page 183 of 303 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 4TH Room/Grp No. : CHEM 
LAB 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MATEO ERMELYN CALIGUIRAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

2 MATEO JENNYLYN UY POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-STA MARIA, BULACAN 

3 MATEO JOHN RENNEKIEN MENDOZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 MATIAS A.J. NINO PELAYO PAMANTASAN NG LUNGSOD NG VALENZUELA 

5 MATIAS AARON NINO CARMONA PAMANTASAN NG LUNGSOD NG VALENZUELA 

6 MATIAS JOHN MARK AGUSTIN QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

7 MATIAS MA. ENGELICA JANE SISON MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 MATIRA PAUL JASPER CARPIO DIVINE WORD COLLEGE OF CALAPAN 

9 MATORE ROMY BOY MAGPALI POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 MATUA ABDUL RAHEEM BANSAO PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

11 MATUCINIO ARMAN MILAN BALIUAG UNIVERSITY (BALIUAG COLLEGES) 

12 MATUGUINA CARL LORENCE NGOA UNIVERSITY OF MANILA 

13 MATULAC CLYDE JERVIN MANALO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 MATULAC LOREN BUTIU MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

15 MATULIN JULIE MAE NATIVIDAD LAGUNA STATE POLYTECHNIC UNIVERSITY- 


STA CRUZ (LSPC) former (LCAT) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : Floor : 4TH Room/Grp No. : TVL 
LECTURE RM 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MAUTE NORODEN BANTUAS MINDANAO STATE UNIVERSITY-MARAWI CITY 

2 MAUZAR ALPHONS JOHANN MADRIGAL MARINDUQUE STATE COLLEGE-BOAC 

3 MAY GERALD GLENN RAMIREZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

4 MAYAO MAY FLEUR DELA CRUZ TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

5 MAYHAY ADRIAN PAUL CANAL UNIVERSITY OF NUEVA CACERES 

6 MAYO ELAMAE PATRICIO UNIVERSAL COLLEGES OF PARANAQUE 

7 MAYOR CYREL SHAMEL FAA UNIVERSITY OF MANILA 

8 MAYOR CYROS ARIS VILLAMIN PAMANTASAN NG LUNGSOD NG MAYNILA 

9 MAYOR MACKIE MACAYAYONG ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

10 MAYORES JOHN NEO MANARIN UNIVERSITY OF BATANGAS 

11 MAYUGA KARREN MAGSINO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 MAZAREDO CHED DOMINIC GELLECANAO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 MEA JOHN MAR MALABANAN BATANGAS STATE UNIVERSITY - ALANGILAN 

14 MEDENILLA RONEL NARCA UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

15 MEDINA JEWELYN MARASIGAN BATANGAS STATE UNIVERSITY - ALANGILAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 


Building : 


Floor : 4TH 
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Room/Grp No. : 
BIOLOGY LAB 


Seat Last Name First Name Middle Name School Attended 

No. 

1 MEDINA JOHN MICHAEL ANGO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

2 MEDINA TONI ROSE DANAO SAINT LOUIS UNIVERSITY 

3 MEDINACELI CHRISTIAN DOMINIC TINDOC CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

4 MEDOLLAR THONIE ROSE CORDOVA BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

5 MEDRANO GILMORE ARCILLA ADAMSON UNIVERSITY 

6 MEDRANO MHARROU BELANDRES BATANGAS STATE UNIVERSITY - ALANGILAN 

7 MEJIA ELAIZA JOYCE RIMORIN SAINT LOUIS UNIVERSITY 

8 MEJIA REIVEN PAYAS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

9 MEJICO KIMBERLY JOYCE PASION UNIVERSITY OF THE EAST-CALOOCAN 

10 MEJICO NICOLE TARAY UNIVERSITY OF BATANGAS 

11 MELGAR JOSE LOU JR PAALAN DE LA SALLE UNIVERSITY-MANILA 

12 MEMBROT JOHN DAVERICK YAP TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : PHIL. COLLEGE OF ADVANCED ARTS & TECHNOLOGY 
Address : 1914 DONA FAUSTINA BLDG., RECTO AVE., BRGY 392, QUIAPO, MANILA 
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Building : Floor : 4TH Room/Grp No. : 
LIBRARY 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MENDEZ ENRICKE JOHN COLUBIO UNIVERSITY OF SAN JOSE-RECOLETOS 

2 MENDEZABAL MARK ANTHONY CEZAR ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

3 MENDIGORIA RENA PASTORFIDE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 MENDIGORIN JO ANNE MONSALUD PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

5 MENDINA JEFFERSON DELPOSO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

6 MENDIOLA HANNAH MARIZ GARCIA ADAMSON UNIVERSITY 

7 MENDOZA ALDRIN DELOS SANTOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 MENDOZA ALLAN LLOYD CANDELARIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 MENDOZA ANN CATHERINE MALIWAT UNIVERSITY OF LUZON (LUZON COLL.) 

10 MENDOZA CHARLIE DELOS SANTOS DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

11 MENDOZA CLAIRE JANE URBANO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

12 MENDOZA DAVE ARTHUR GELIZON DE LA SALLE UNIVERSITY-DASMARINAS 

13 MENDOZA EDGELYN TAGLE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

14 MENDOZA EUGENE SANTOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 MENDOZA FLORENTINO III GARIS BATANGAS STATE UNIVERSITY - ALANGILAN 

16 MENDOZA GABRIEL DE VERA LYCEUM OF THE PHILIPPINES - CAVITE 

17 MENDOZA GLENN PATINIO LAGUNA COLLEGE 

18 MENDOZA HANNAH CHARINA VOCAL UNIVERSITY OF SANTO TOMAS 

19 MENDOZA HYACINTH ZSHARRYN OLIVERIO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

20 MENDOZA JANINE FUENTES RAMON MAGSAYSAY MEMORIAL COLLEGES 

21 MENDOZA JAY MEE RIVERA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

22 MENDOZA JAYCEL DAQUIZ ADAMSON UNIVERSITY 

23 MENDOZA JAYNIEL SECRETO UNIVERSITY OF BATANGAS 

24 MENDOZA JEAN MARI CASALLA UNIVERSITY OF SANTO TOMAS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. MONICA Floor : 2ND Room/Grp No. : 2ND 


FLR LITTLE THEATER 
GRP 1 


Seat Last Name First Name Middle Name School Attended 

No. 

1 MENDOZA JOHN KENNETH HERRERA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

2 MENDOZA JONA BUENAVENTURA NATIONAL UNIVERSITY-MANILA 

3 MENDOZA JULLIANO MARCO LASCO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 MENDOZA JUSTIN OWEN DE VERA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

5 MENDOZA KENNETH TOCALO ADAMSON UNIVERSITY 

6 MENDOZA KEVIN SAINT LOUIS UNIVERSITY 

7 MENDOZA KIM OLIVER SUPERABLE ASIAN DEVELOPMENT FOUNDATION COLLEGE 

8 MENDOZA LEON MENDOZA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 MENDOZA MA. ZIAH EMMANUEL BATHAN UNIVERSITY OF RIZAL SYSTEM-MORONG 

10 MENDOZA MONICA PATRICIA PURIO DIVINE WORD COLLEGE OF CALAPAN 

11 MENDOZA PATRICK GONZALES NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

12 MENDOZA ROLDAN GONZALES LAGUNA COLLEGE 

13 MENDOZA WILLIE MASA UNIVERSITY OF THE EAST-CALOOCAN 

14 MENDREJE JEFJUNE BALDONADO UNIVERSITY OF MAKATI 

15 MENESES LEXELL-JOHN ENDRACA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 MENESES MICHELLE REÑOS DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

17 MENOR ALBERTO RALLONZA ISABELA STATE UNIVERSITY-ILAGAN 

18 MENSORADO JAMES CEDRICK MENDOZA UNIVERSITY OF BATANGAS 

19 MERANO PIA OLIVA UNIVERSITY OF THE EAST-MANILA 

20 MERCADER MA. KREAZEL MORENO MARINDUQUE STATE COLLEGE-BOAC 

21 MERCADO ALYSA LAGARDE BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

22 MERCADO CRYSTAL ANGELI GRACE GUMAMIT UNIVERSITY OF SANTO TOMAS 

23 MERCADO GAD GERSON MANALANG DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

24 MERCADO GEMERSON ALVARAN DE LA SALLE UNIVERSITY-DASMARIÑAS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. MONICA Floor : 2ND Room/Grp No. : 2ND 


FLR LITTLE THEATER 
GRP 2 


Seat Last Name First Name Middle Name School Attended 

No. 

1 MERCADO GEORGIE FERNANDO UNIVERSITY OF BATANGAS 

2 MERCADO JHOANA PERALTA SAINT LOUIS UNIVERSITY 

3 MERCADO JOHN PAUL ESTIPONA VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

4 MERCADO JOHN PHILLIP VINLUAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 MERCADO JUDITH IGNITE RIZAL TECHNOLOGICAL UNIVERSITY 

6 MERCADO MARY ROSE JOY PENANO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

7 MERCADO MICHAEL GAVIN SERAPIO UNIVERSITY OF SANTO TOMAS 

8 MERCADO PHILIP JOHN CAHAYAG UNIVERSITY OF THE EAST-CALOOCAN 

9 MERCADO VERONICA VILLANUEVA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

10 MERCENE DIANNE KRIZNANDT GUINTO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 MERCENE JETRO PEREZ MARINDUQUE STATE COLLEGE-BOAC 

12 MERETE LEAH PAMPOLINO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 MERGINIO BNYES HEBRIC BUGARIN UNIVERSITY OF RIZAL SYSTEM-MORONG 

14 MERILO PATRICIA ANGELICA RACELIS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 MERJILLA FRANCES BEAN BAYBAY DE LA SALLE UNIVERSITY-DASMARINAS 

16 MESANA JORDAN QUENETH GALIT JOHN PAUL COLLEGE 

17 MESINA IANDRICK VERBO NATIONAL UNIVERSITY-MANILA 

18 MIAO MELBOURNE OGAYRE MARINDUQUE STATE COLLEGE-BOAC 

19 MICOLETA BRYAN PAUL ZAMUDIO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

20 MIGUEL ABEGAIL TANIZA ISABELA STATE UNIVERSITY-ECHAGUE 

21 MIGUEL DANIELLE ANN GARCIA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

22 MIGUEL JOHN CARLO MORELOS NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

23 MIGUEL KAYLA CAMILLE AGGABAO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

24 MIGUEL NATHALIE PEARL TUMBALI CAGAYAN STATE UNIVERSITY-TUGUEGARAO 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 
Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. MONICA 


Floor : 2ND 


Seat Last Name First Name Middle Name School Attended 

No. 

1 MIJARES JEFF BRYAN MOLINO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

2 MILAGROSA KING JOSHUA OLIGARIO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

3 MILAR JOHN RHIO PASICARAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

4 MILLABANGCO RAYMART APARRI EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

5 MILLERA ROSELONEA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

6 MILLIONES WISLY MAGNO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 MIMBANTAS JAMEL MAGONGCAR PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

8 MINA KENNETH RIZAL TECHNOLOGICAL UNIVERSITY 

9 MINERVA HAREL REEVE ENCIO UNIVERSITY OF SAN AGUSTIN 

10 MINGI MELISSA CANETE MARINDUQUE STATE COLLEGE-BOAC 

11 MINGLANA ROSALIND ESCATRON UNIVERSITY OF SAN JOSE-RECOLETOS 

12 MINGUA VAN LYNDON PADILLA UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

13 MIRABEL ROANN AUBREY SUAREZ UNIVERSITY OF NUEVA CACERES 

14 MIRAFLORES JESSTER DACULAP PALAWAN POLYTECHNIC COLLEGE, INC. 

15 MIRAMBEL JOHN MIKHAIL ROSERO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 MIRANA CLOYD VERDEJO PARTIDO STATE UNIVERSITY-(GOA)GAO 

17 MIRANDA ANGELICA MANAOIS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 MIRANDA EUGENE DIZON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 MIRANDA HENDRIX MORAL ISABELA STATE UNIVERSITY-ILAGAN 

20 MIRANDA HONEYLETH RIVERA NUEVA ECIJA UNIVERSITY OF SCIENCE & 


TECHNOLOGY-CABANATUAN) 
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Room/Grp No. : 201 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. MONICA Floor : 2ND Room/Grp No. : 204 


Seat Last Name First Name Middle Name School Attended 

No. 

1 MIRANDA JAMIE LYNN MONTOJO DIVINE WORD COLLEGE OF CALAPAN 

2 MIRANDA JAYVEE SAMONTANES DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

3 MIRANDA JOSELITO YAMANAKA UNIVERSITY OF THE EAST-CALOOCAN 

4 MIRANDA JOSHUA ESPEDIDO SAINT PAUL UNIVERSITY-TUGUEGARAO 

5 MIRANDA KEN WESLEY MAYUGA RIZAL TECHNOLOGICAL UNIVERSITY 

6 MIRANDA KIRK AXLE MABBONAG UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

7 MIRANDA MA. NERISSA CATUIRA UNIVERSITY OF RIZAL SYSTEM-MORONG 

8 MIRANDA MONIQUE JARDENICO PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

9 MIRANDA ROCHELLE ANNE AGUILAR RIZAL TECHNOLOGICAL UNIVERSITY 

10 MIRAS JEAN CARLA VELASCO SOUTHERN LUZON STATE UNIVERSITY-LUCBAN 
(SLPC) 

11 MIRAVALLES JEJOMAR OTARRA RIZAL TECHNOLOGICAL UNIVERSITY 

12 MISA CHRISTINE SAAVEDRA RIZAL TECHNOLOGICAL UNIVERSITY 

13 MIXTO EUTERPE DUENOS CENTRAL COLLEGES OF THE PHILIPPINES 

14 MOAJE LYKA MAE SALES MARINDUQUE STATE COLLEGE-BOAC 

15 MOAJE LYSA MARIE SALES MARINDUQUE STATE COLLEGE-BOAC 

16 MODESTO CHARITY KAYE FLORES CENTRAL PHILIPPINE UNIVERSITY 

17 MODIONG ROSE DIANE ROBLES MARINDUQUE STATE COLLEGE-BOAC 

18 MOGATE JOHN CLIFFER DECLARO FELLOWSHIP BAPTIST COLLEGE 

19 MOGOL MARIA ANGELICA SARMIENTO MARINDUQUE STATE COLLEGE-BOAC 

20 MOJICA RAEMAR ZACARIAS LYCEUM OF THE PHILIPPINES - CAVITE 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 
Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. MONICA 


Floor: 
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3RD Room/Grp No. : 301 


Seat Last Name First Name Middle Name School Attended 

No. 

1 MOJICA RODALYN SHAIRA ROJAS LYCEUM OF THE PHILIPPINES - CAVITE 

2 MOLAO PRINCESS SHAIRA ALI CENTRAL COLLEGES OF THE PHILIPPINES 

3 MOLATO VEAH MONREAL MARINDUQUE STATE COLLEGE-BOAC 

4 MOLDEZ CHRISTINE JOY MORAL UNIVERSITY OF NUEVA CACERES 

5 MOLINA CHRISTOPHER JOHN INOCENTE UNIVERSITY OF SAINT LOUIS-TUGUEGARAO 

6 MOLINA GERARD GLENN GOROZA UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

7 MOLINA JOHN FERDIE CELONES UNIVERSITY OF RIZAL SYSTEM-MORONG 

8 MOLINA JULIE ANN SARMIENTO NEW ERA UNIVERSITY 

9 MOLINA LORIE BEE PURUGANNAN ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

10 MOLINA NICA JOYCE ABU TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

11 MOLINO DAN CHRISTIAN MADAYAG MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

12 MOLIT NELMERE HONEY COLES SAINT PETER'S COLLEGE-ILIGAN CITY 

13 MOLLANEDA CARL ERIC AZARCON RIZAL TECHNOLOGICAL UNIVERSITY 

14 MOMOG ALMIRA CABBIGAT IFUGAO STATE UNIVERSITY (for. IFUGAO SCAF)- 
LAGAWE 

15 MONARES JANE LAFUENTE SOUTHERN MINDANAO COLLEGES 

16 MONCADA ALYSSA KURTNY CORCOLON LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

17 MONDARES EDUARDO MONDARES UNIVERSITY OF PANGASINAN 

18 MONDARES JAMAICA ISABEL GUTIERREZ RIZAL TECHNOLOGICAL UNIVERSITY 

19 MONDEJAR MICHAEL EDRICK MARQUEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 MONDRES HILARY SOTEO TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 
Building : ST. MONICA 


Floor : 3RD 


Room/Grp No. : 302 


Seat Last Name First Name Middle Name School Attended 

No. 

1 MONGCAL JONAS BRYANN FELIAS LYCEUM OF THE PHILIPPINES - CAVITE 

2 MONIB JUHAIRODEN DITUCALAN PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

3 MONIB MOHAMMAD JANNOR DITUCALAN PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

4 MONIS DIANA ROSE SARMIENTO UNIVERSITY OF THE EAST-CALOOCAN 

5 MONLEON MICHO LAGUSTAN MARINDUQUE STATE COLLEGE-BOAC 

6 MONREAL JOHNIEL KENJI OLAN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 MONROY JOSHUA PAOLO POZON RIZAL TECHNOLOGICAL UNIVERSITY 

8 MONSERATE JED CEASAR TERANIA WESTERN INSTITUTE OF TECHNOLOGY 

9 MONTALLA VERNICE DELA PAZ PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

10 MONTALVO ELMER PAGANPAN TAGUIG CITY UNIVERSITY 

11 MONTAÑEZ JOHN PAUL BALID EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

12 MONTE MARK ANGELO SUELEN PAMANTASAN NG LUNGSOD NG VALENZUELA 

13 MONTEALTO RAUL JR SANTIAGO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

14 MONTEFALCO NIÑA PEARL CATEDRAL SAINT LOUIS UNIVERSITY 

15 MONTEJO JENNYLYN PANILO ALDERSGATE COLLEGE 

16 MONTEJO MARIA KAITLYN TORRES ADAMSON UNIVERSITY 

17 MONTELLANO DANIE LYN PARAS MARINDUQUE STATE COLLEGE-BOAC 

18 MONTEMAYOR ERICSON MANUEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 MONTEMAYOR JHONA MAY VILLAR PAMANTASAN NG LUNGSOD NG MAYNILA 

20 MONTEMAYOR MARC THEODORE SPORLING UNIVERSITY OF PANGASINAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 
Building : ST. MONICA 


Floor : 3RD Room/Grp No. : 303 


Seat Last Name First Name Middle Name School Attended 

No. 

1 MONTENEGRO KRIZ ANN MARI AUDIJE MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

2 MONTEREY ALJAY DE JESUS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

3 MONTERICO GLADY ANN MAE PUCHERO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 MONTERO LOUISE ALEXANDRA TOMPONG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 MONTES AARON TABAJONDA NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

6 MONTES MARK ALFRED CONCAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 MONTESA JOEY LUMASAC AURORA STATE COLLEGE OF TECHNOLOGY 

8 MONTESA REESE MARI FAYE GUTIERREZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 MONTIFLOR MARIEL GRACE BACCAY DE LA SALLE UNIVERSITY-MANILA 

10 MONTOJO KENJIE LYKA VICENTE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 MONZON BRENZ IVAN LOPEZ UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

12 MOPAS LYKA SORIANO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 MORADO NICOLE ANDREI GOZUM MANUEL L. QUEZON UNIVERSITY 

14 MORALEDA LUKE LANSANG PAMANTASAN NG LUNGSOD NG MAYNILA 

15 MORALES ACELHEY DALIPE MANUEL L. QUEZON UNIVERSITY 

16 MORALES ALESSANDRA LUNA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

17 MORALES BRIAN ANDREW SALCEDO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 MORALES CARL TIMOTHY APULINAR FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

19 MORALES CHRISTIAN PATRICK ANULAT DE LA SALLE UNIVERSITY-DASMARIÑAS 

20 MORALES GEANA CRISTEL CUEVA PAMANTASAN NG LUNGSOD NG MAYNILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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PROFESSIONAL REGULATION COMMISSION Page 194 of 303 
MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 
Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. MONICA Floor : 3RD Room/Grp No. : 304 

Seat Last Name First Name Middle Name School Attended 

No. 

1 MORALES JASMINE PASION UNIVERSITY OF THE EAST-MANILA 

2 MORALES JOSEPHINE ROSE BANCORO PAMANTASAN NG LUNGSOD NG VALENZUELA 

3 MORALES MARK DAVID DE LUNA RIZAL TECHNOLOGICAL UNIVERSITY 

4 MORALES MARY JANE ALKONGA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 MORALES NOEMI NONAN SAINT LOUIS COLLEGE OF SAN FERNANDO 

6 MORAN MARK LOUIE BERCASIO UNIVERSITY OF RIZAL SYSTEM-ANTIPOLO 

7 MORATALLA LAWRENCE TANTOY ATENEO DE NAGA UNIVERSITY 

8 MORATO CLARK PAUL SOLA UNIVERSITY OF NUEVA CACERES 

9 MORCILLA KATHLEEN BAGUI BATANGAS STATE UNIVERSITY - ALANGILAN 

10 MORCILLO JEWEL ANGELA MANSUETO PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

11 MORDEN JENNY ROSE SARMIENTO CENTRAL LUZON STATE UNIVERSITY 

12 MOREN JOSHUA ESPANTO RIZAL TECHNOLOGICAL UNIVERSITY 

13 MORENA JOSHUA GABRIELLE ABLID TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

14 MORENO BENJIE CABANA UNIVERSITY OF BATANGAS 

15 MORENO JASMINE KAREN NUÑEZ UNIVERSITY OF THE EAST-MANILA 

16 MORENO PAUL MATTHEW ALBRANDO ATENEO DE NAGA UNIVERSITY 

17 MORENO VINA BALANQUIT PARTIDO STATE UNIVERSITY-(GOA)GAO 

18 MORESCA MAILYN INFANTE CAMARINES NORTE STATE COLLEGE-DAET 

19 MORFON ROLENE ABIGAIL PERMITO NEW ERA UNIVERSITY 

20 MORILLO ELINE GABRIELLE LUISON FAR EASTERN UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 
Building : ST. MONICA 


Floor : 3RD 


Room/Grp No. : 305 


Seat Last Name First Name Middle Name School Attended 

No. 

1 MOROLA RENATO LEGASPI TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

2 MORONG NEIL CRISPHER SOTACIO CENTRAL COLLEGES OF THE PHILIPPINES 

3 MOROTA KIM PATRICK FALCONIT JOHN PAUL COLLEGE 

4 MORQUIANOS ANNIESON ROSE DAVID TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 MORSIQUILLO HAZEL LAGUERTA ADAMSON UNIVERSITY 

6 MORTE WILSON CAAYA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 MORTIZ RONA PENAVERDE EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

8 MOSQUEDA RUSSELL ROSITA UNIVERSITY OF THE EAST-MANILA 

9 MOSQUERA RISSA ANGELICA VALDEZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

10 MOSTOLES GODWIN AMIGO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 MUECA CLOIE CHIE ALEMAN UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

12 MUEGA ADRIAN MARPA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

13 MUJAR SELENA GERASTA CAMARINES NORTE STATE COLLEGE-DAET 

14 MUNAR KHRYSTIN CLAIRE UNIVERSITY OF THE EAST-CALOOCAN 

15 MUNCADA RICHARD LEONARDO UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

16 MUNGCAL ALDWIN JAY GARLITOS ISABELA STATE UNIVERSITY-ILAGAN 

17 MUNGCAL LAUDE FERINN JOHN MANCE ADAMSON UNIVERSITY 

18 MUNGCAL SOPHIA MARLA MARTINEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 MUÑOZ ALEXANDRA MAE MERCADO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 MUÑOZ LAWRENCE ART GABUNAS RIZAL TECHNOLOGICAL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 
Building : ST. MONICA 


Floor : 3RD 


Room/Grp No. : 306 


Seat Last Name First Name Middle Name School Attended 

No. 

1 MUNOZ MOREEN MAE MEDINA DE LA SALLE UNIVERSITY-MANILA 

2 MUNOZ WINJEY FERRER SAINT LOUIS UNIVERSITY 

3 MUNSAYAC KEVIN CARLO MAGBOO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 MURILLO GREGORIO III DEMANDANTE UNIVERSITY OF THE EAST-MANILA 

5 MURILLO JOHN ALBERT MORILLA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

6 MURING GEORGETTE YZELL DELA ROSA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

VIANKA 

7 MUROS ARIES MORADA ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

8 MUSA KEVIN JAY LAYSON SOUTHERN MINDANAO COLLEGES 

9 MUSNI JAN MARIE LADI SAINT LOUIS COLLEGE OF SAN FERNANDO 

10 MUSNI JOHN MOISES BANUGAN DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

11 MUSTAFA ABDUL AZIS TENDIGARANAO DE LA SALLE UNIVERSITY-DASMARIÑAS 

12 MUTIA RINALYN BUCTUAN UNIVERSITY OF BOHOL 

13 MUTYA LUTGARDO BESIN RIZAL TECHNOLOGICAL UNIVERSITY 

14 MUTYA MARC JEM BARILLA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 NAAG LOUELA MAIDO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 NABATA SHEENA ANN SALINAS CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

17 NABONG ROBIN CRISTOPHER QUINTOS UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

18 NABOR ROMELITO GOMEZ NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

19 NABUS MARK KEVIN JIMENEZ PARTIDO STATE UNIVERSITY-(GOA)GAO 

20 NACARIO PHILIPPE JONH DE LIMA TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : 307 


Seat Last Name First Name Middle Name School Attended 

No. 

1 NACINO LYKA MENDEZ UNIVERSITY OF PANGASINAN 

2 NACU DIVINA GRACE BARBOSA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 NACU PAUL OLIVER ANGELES FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

4 NACUSPAG CHRISTINE JEAN CAGMAT UNIVERSITY OF RIZAL SYSTEM-MORONG 

5 NACUSPAG JOY MAE ZAMBRONA UNIVERSITY OF RIZAL SYSTEM-MORONG 

6 NAGUIT ERICO JIOVAN MANALANG LYCEUM OF THE PHILIPPINES - CAVITE 

7 NAGUIT NICHOLAS ANGELO DIZON PAMANTASAN NG LUNGSOD NG MAYNILA 

8 NAING KEVEN CARLO SAMBERE DE LA SALLE UNIVERSITY-DASMARINAS 

9 NAKAMURA AKIRA KEVIN TIBAR DE LA SALLE UNIVERSITY-MANILA 

10 NAKPIL JAPHET SALVACION TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 NALBE MARK JAYSON MACMAC WESTERN PHILIPPINES UNIV.(for.PALAWAN 
N.A.C)-ABORLAN 

12 NALLADA FRANCES SOLINAP WESTERN INSTITUTE OF TECHNOLOGY 

13 NALLANO ALBERT PANDAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

14 NALUNDASAN ALYSSA ARIOLA SAINT LOUIS COLLEGE OF SAN FERNANDO 

15 NALUS CATHERINE JOYCE JORDAN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

16 NALUZ DAVE EVARISTO PAMANTASAN NG LUNGSOD NG MAYNILA 

17 NAMAYA KHARIZZA KYRAH ABENOJAR ARAULLO UNIVERSITY 

18 NAMIT JAYLORD MARTHY CO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

19 NANTES CZARINA ANTONETTE BANTOLINO PAMANTASAN NG LUNGSOD NG VALENZUELA 

20 NAPA MARIELLA NICOLE PITARGUE NEW ERA UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 NAQUE ROMMAR BANALO UNIVERSITY OF BATANGAS 

2 NARAG ALLAN JIM CALANOGA CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

3 NARANJO KUAYLE JEWEL NOVELO SAINT ANTHONY'S COLLEGE-ANTIQUE 

4 NARCISE SARAH JANE MAGO SAINT LOUIS COLLEGE OF SAN FERNANDO 

5 NARCISO RODENA AGUSTIN UNIVERSITY OF ANTIQUE-SIBALOM 

6 NARIDO KRISTOFFER ROSALES CAMARINES NORTE STATE COLLEGE-DAET 

7 NARIDO YASMIN JOAQUIN CENTRAL LUZON STATE UNIVERSITY 

8 NARVASA CHRISTIAN JACOB FRANCISCO UNIVERSITY OF SANTO TOMAS 

9 NARVASA JAN CYRIL FRANCISCO UNIVERSITY OF SANTO TOMAS 

10 NARZOLES MARY LOGMAO MARINDUQUE STATE COLLEGE-BOAC 

11 NASAYAO REDENTOR SUAREZ RIZAL TECHNOLOGICAL UNIVERSITY 

12 NATIVIDAD DONNE SOPHIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 NATIVIDAD DUANE JHEROME DUAZO MANUEL L. QUEZON UNIVERSITY 

14 NAVAL ALEX JR VARGAS UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

15 NAVAL BIANCA YLLEN SAGUN UNIVERSITY OF PANGASINAN 

16 NAVAREZ NOEL DAYO PAMANTASAN NG LUNGSOD NG VALENZUELA 

17 NAVARRA ALTHEA ROYLO DE LA SALLE UNIVERSITY-MANILA 

18 NAVARRA NICOLE NAGAMOS GARCIA COLLEGE OF TECHNOLOGY 

19 NAVARRES JUN RAY MARCELINO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

20 NAVARRO CAMILLE BENGALA UNIVERSITY OF RIZAL SYSTEM-MORONG 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 NAVARRO EUNICE GAYLE LIBATIQUE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 NAVARRO JOHN ERICK CRUZ NEW ERA UNIVERSITY 

3 NAVARRO JUNIE BRYAN IMPERIAL NATIONAL UNIVERSITY-MANILA 

4 NAVARRO MA. LEONORA THERESA REVILLA RIZAL TECHNOLOGICAL UNIVERSITY 

5 NAVARRO MARIA ISABELA GONZALES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 NAVARRO MITZI-DIANE ALFECHE FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

7 NAVARRO NELSON JR TARIPE MANUEL L. QUEZON UNIVERSITY 

8 NAVARRO RAPHAEL ALESSANDRO SANTOS BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

9 NAVERA ALDREI CHARLES CAPATI DE LA SALLE UNIVERSITY-MANILA 

10 NAVIDAD VICTOR BENJAMIN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 NAWAWI FAHAD AMPATUAN COTABATO CITY STATE POLYTECHNIC 
COLLEGE 

12 NAZARENO LEO JOSEPH JR ARENAS DE LA SALLE UNIVERSITY-MANILA 

13 NAZARRO BRYAN CASILAO UNIVERSITY OF BATANGAS 

14 NECESARIO CHAQUI LOIS CAPITO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 NECESARIO VANJOE ORQUIJO UNIVERSITY OF MAKATI 

16 NERA KELVIN LLOYD PORLIT ISABELA STATE UNIVERSITY-ECHAGUE 

17 NERIER JOHN DANIEL TABINAS DE LA SALLE UNIVERSITY-DASMARIÑAS 

18 NERMAL KRISTINE BARCELO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

19 NESORTADO NICOLE GONZALES UNIVERSITY OF NUEVA CACERES 

20 NG CHANEL JUSTINE PANGILINAN DE LA SALLE UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 NGO JHOMEL ROSS DOMDY SISON UNIVERSITY OF LUZON (LUZON COLL.) 

2 NIBUNGCO LUKAS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

3 NICANDRO MARC ROMNEY MAGAT MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 NICDAO LIZETH KATE BALTAZAR UNIVERSITY OF THE PHILIPPINES-DILIMAN 

5 NICOLAS ANGEL JOY RAGUNDI TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 NICOLAS ARWIN DAWN DALUDADO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 NICOLAS DHARWIN PAUL BELTRAN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

8 NICOLAS DOMINIC BLUE SANTOS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 NICOLAS EDGAR HENRI REYES EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

10 NICOLAS JONAS JOSAFAT PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

11 NICOLAS MARIAH LYN DUCUSIN SAINT LOUIS COLLEGE OF SAN FERNANDO 

12 NIDO JEANINE RUTH MOGADO UNIVERSITY OF SANTO TOMAS 

13 NIEPEL MEAGAN JOIE JIMENEZ UNIVERSITY OF NEGROS OCCIDENTAL- 
RECOLETOS 

14 NIER KRISTINE SHAIRA GREGORIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 NIERVA ADRIAN ADAYO RIZAL TECHNOLOGICAL UNIVERSITY 

16 NIEVA DARWIN MAPILI TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 NIEVA JENNY MARINDUQUE STATE COLLEGE-BOAC 

18 NIEVERA RANDEL BRYAN LONCERAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 NILO MA LUZVIMINDA REYES BATANGAS STATE UNIVERSITY - ALANGILAN 

20 NIMO KARL JAMES MENDOZA TECHNOLOGICAL UNIVERSITY OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : 311 


Seat Last Name First Name Middle Name School Attended 

No. 

1 NINADA BIEN MANTARING MARINDUQUE STATE COLLEGE-BOAC 

2 NITURA ROMHEL JOHN AGOTANA SAINT LOUIS COLLEGE OF SAN FERNANDO 

3 NIVERCA JANISSARIES MARANAN BATANGAS STATE UNIVERSITY - ALANGILAN 

4 NOBLE BERJO SUMAGAYSAY ADAMSON UNIVERSITY 

5 NOCHE APPLE MAE AQUINO UNIVERSITY OF BATANGAS 

6 NOCHE JHON SALVADOR PEREZ UNIVERSITY OF BATANGAS 

7 NOCON SHELLA MARIE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

8 NODADO ROSECHELLE MOJARES CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

9 NOGALES JAMES CEDRIC LLAVE MARINDUQUE STATE COLLEGE-BOAC 

10 NOHARA ELWEN VILLAFLOR SURIGAO EDUCATION CENTER 

11 NOHAY JAN MELANNIE ROLDAN UNIVERSITY OF BATANGAS 

12 NOJADERA CATHERINE BERNICE DE GUZMAN PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

13 NOLASCO JOHN PHILIP PERALTA ISABELA STATE UNIVERSITY-ECHAGUE 

14 NOLLA JOHN PAUL TANTIADO CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

15 NOLLAN JEFF TOMI NOORA BICOL STATE COLLEGE OF APPLIED SCIENCES 
& TECHNOLOGY(FOR. CSPC - NAGA) 

16 NOMO MARYJOE BOLANTE ATENEO DE NAGA UNIVERSITY 

17 NONAN LEVANDER ANCLA FEATI UNIVERSITY 

18 NONATO FRIX ANDRI TY TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

19 NONO REBECCA NOREEN DIMAUNAHAN LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

20 NORIEGA ADRIAN VAUGHN ALEXIS LINAN DE LA SALLE UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 NORONA PRINCESS JULIE REYES LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

2 NORTE MARK ANTHONY MARCA ATENEO DE NAGA UNIVERSITY 

3 NOTORIO RAYMUND CALVELO RIZAL TECHNOLOGICAL UNIVERSITY 

4 NOVELA ALDRIN MOLINYAWE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 NOVELO JOYCE COBONG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 NOVELO RENZ CARLO JIMENEZ ADAMSON UNIVERSITY 

7 NUCOS PAULINE ANNE DIVINE WORD COLLEGE OF LEGAZPI 

8 NUEVA DAISY CASTROVERDE UNIVERSITY OF NORTHEASTERN PHILIPPINES 

9 NUEVA ESMERALDA CABALTERA CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

10 NUEVA MYCA JAZMINE GLOBA DE LA SALLE UNIVERSITY-DASMARIÑAS 

11 NUEVAESPAÑA JOHN GILBERT EUROLFAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 NUL ABDULAZIZ UNGGANG SULTAN KUDARAT POLYTECHNIC STATE 
COLLEGE-ISULAN 

13 NUNAG DANIEL GLEN ASIS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

14 NUNAG JUSTINE CYRIL ENCOMIENDA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 NUÑEZ ASHLEY MABUTI MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 NUNEZ CARLA JOY CAPUTOL NEW ERA UNIVERSITY 

17 NUNEZ ENRIELLA BIANCA VIDAL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 NUQUI ALANROMI LINGAD BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

19 NUYDA KATRINE JOY SISON UNIVERSITY OF RIZAL SYSTEM-MORONG 

20 OAFERINA ALLIAH JOY GENTILOSO LYCEUM OF THE PHILIPPINES - CAVITE 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 OANDASAN ERICKSON SOLIVEN UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

2 OBA EL JOHN RAY TONIDO NATIONAL UNIVERSITY-MANILA 

3 OBAR CRISTINE JOY FERNANDEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 OBELIDOR JEANELYN DADO CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

5 OBIAS HARVEY JAMES OWEN ABANES ATENEO DE NAGA UNIVERSITY 

6 OBIAS JOHN PAUL MANAGO PARTIDO STATE UNIVERSITY-(GOA)GAO 

7 OBLEA ANGELIE ANN DANDOY ISABELA STATE UNIVERSITY-ILAGAN 

8 OBLEPIAS ANA ERGUIZA SOUTHERN LUZON STATE UNIVERSITY-LUCBAN 
(SLPC) 

9 OBLIGADO RON VRIAN MIJARES LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

10 OBLIOSCA SIXTO III DEMISANA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 OBMERGA SAMUEL STEPHEN OBMINA DE LA SALLE UNIVERSITY-MANILA 

12 OBNAMIA JOHN CARLO CURIOSO DE LA SALLE UNIVERSITY-DASMARIÑAS 

13 OBONGEN DARLYN AUDETH VERCELES NEW ERA UNIVERSITY 

14 OBRERO KIM SHUNDREI BIANZON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 OBSINA MA. JOSEFA SURIAGA UNIVERSITY OF ANTIQUE-SIBALOM 

16 OCAMPO ALDRIN PUSO BATAAN PENINSULA STATE UNIVERSITY-MAIN 


CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 


17 OCAMPO FRANK CHARLIE IMPERIAL UNIVERSITY OF NUEVA CACERES 

18 OCAMPO JENAH CRUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 OCAMPO JOEMELLSON RAMBAC QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

20 OCAMPO JUSTIN LAURENCE NUQUI HOLY ANGEL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 
Building : ST. MONICA 


Floor : 4TH 


Room/Grp No. : 402 


Seat Last Name First Name Middle Name School Attended 

No. 

1 OCAMPO MARK JOSEPH ORAA MANUEL L. QUEZON UNIVERSITY 

2 OCAMPO MIKKA CRUZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

3 OCATE CHRISTI ANNE DE LA CRUZ UNIVERSITY OF SAN AGUSTIN 

4 OCCENA ALJEN ROSALES TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

5 OCHOA AIRA MARIE LINGAT UNIVERSITY OF THE EAST-CALOOCAN 

6 OCHOA JAOMAR GASCON PAMANTASAN NG LUNGSOD NG VALENZUELA 

7 OCHOA RHANDEL LAGAHIT RIZAL TECHNOLOGICAL UNIVERSITY 

8 OCHOADA NICOLE SUGAO UNIVERSITY OF PANGASINAN 

9 OCLARIT MARK FRANCIS GUILLEN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-STA MARIA, BULACAN 

10 OCLIASO REGGIE MALIG DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

11 OCON MARK KENNETH GUZMAN NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

12 OCRAY CHRISTIAN SISMUNDO CATANDUANES STATE UNIVERSITY VIRAC 

13 OCTAVO JESSA DINGLASAN BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

14 OCTIT SHEILA DE LEON UNIVERSITY OF LUZON (LUZON COLL.) 

15 ODCHIMAR RICA MAE BONODE UNIVERSITY OF THE EAST-MANILA 

16 ODIAMAN FRANZ JOMAR TASARRA CATANDUANES STATE UNIVERSITY VIRAC 

17 ODONO JHEZILE ONIA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

18 OFICIAR YMANN NOEL IGNACIO CENTRAL LUZON STATE UNIVERSITY 

19 OGALESCO RICA JOY GONZALES NATIONAL UNIVERSITY-MANILA 

20 OGAYRE REYMART MORONG MARINDUQUE STATE COLLEGE-BOAC 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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4TH Room/Grp No. : 403 


Seat Last Name First Name Middle Name School Attended 

No. 

1 OGOY CARLO JAY CRUZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

2 OGRIMEN JESSIE JAME CADAYONG EASTERN SAMAR STATE UNIVERSITY-GUIUAN 
CAMPUS 

3 OGSOMER JOHN CARLO REALES UNIVERSITY OF NUEVA CACERES 

4 OJALES ROMEL CARL URSUA SAINT LOUIS COLLEGE OF SAN FERNANDO 

5 OJEDA IAN BENEDICT ALAON PAMANTASAN NG LUNGSOD NG VALENZUELA 

6 OJOY ELLAINE ANN APOLINARIO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

7 OLA MHEEL JHULIUZ MOTAR MARINDUQUE STATE COLLEGE-BOAC 

8 OLAES JULIAN MICHAELLA UGALINO ADAMSON UNIVERSITY 

9 OLAES PRINCESS ANNE ONAVA BATANGAS STATE UNIVERSITY - ALANGILAN 

10 OLAN MAE ANNE RIZARDO UNIVERSITY OF ANTIQUE-SIBALOM 

11 OLASIMAN VONEL PINO SOUTHERN LEYTE STATE UNIVERSITY 
(SLSCST)-SOGOD 

12 OLESCO PHILIP JOVEL TUD AQUINAS UNIVERSITY 

13 OLFATO KERR WON YUMOL ADAMSON UNIVERSITY 

14 OLFATO LLEWEL RAE GARCIA EMILIO AGUINALDO COLLEGE-DASMARINAS 

15 OLID KIM BRIAN BINAS NEW ERA UNIVERSITY 

16 OLIMPO IVAN ADRIAN COLLADO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 OLINAN KENNETH PAUL BABILA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 OLINAR JOSEPH ALBERT REYES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 OLING DANILO OROT CENTRAL COLLEGES OF THE PHILIPPINES 

20 OLIQUIANO JANUS REY VELARDE MAPUA MALAYAN COLLEGES LAGUNA(FOR 


MALAYAN COLLEGES LAGUNA) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 
Building : ST. MONICA 


Floor : 4TH 


Room/Grp No. : 404 


Seat Last Name First Name Middle Name School Attended 

No. 

1 OLITA JENNIFER TANO JOSE RIZAL MEMORIAL STATE UNIVERSITY- 
DAPITAN 

2 OLIVA ALYZZA ANNE LACHICA NEW ERA UNIVERSITY 

3 OLIVA GIOEL JORGE TORRES LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

4 OLIVA LOUISE JOSEPH ORFANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 OLIVAR ALVIRA PAGULAYAN EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

6 OLIVER FLORENCE MAE BANIAGA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

7 OLIVER SETH TRISTAN RECTO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 OLIVEROS APPLE MAE MALALIS JOSE RIZAL MEMORIAL STATE UNIVERSITY- 
DAPITAN 

9 OLIVEROS LANCE VINCENT ESPIRIDION POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 OLIVEROS MICHAEL RELADOR MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 OLIVEROS SANDY NAPOLEON SAMPER UNIVERSITY OF SAINT ANTHONY 

12 OLIVEROS STEPHANIE ROSE BUSTAMANTE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 OLORVIDA MARK ANGELO CELESTRA UNIVERSITY OF RIZAL SYSTEM-MORONG 

14 OLPOC PERCIVAL JONH CAHARIAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 OLVEDA JOUGHNZEAL MANALO MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

16 OMANITO ANGELICA FLORESCA SAINT LOUIS UNIVERSITY 

17 OMAPAS JOHN CEDRIC LLORCA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 OMBAC MARLO GLORIA UNIVERSITY OF PANGASINAN 

19 OMBID KISHA NARISH TUGADE UNIVERSITY OF THE EAST-MANILA 

20 ONDEVILLA MIGUEL LORENZO AQUINO DE LA SALLE UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : 406 


Seat Last Name First Name Middle Name School Attended 

No. 

1 ONG CHARMIE ELAINE EVANGELISTA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

2 ONG EIJANICH MANGAO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

3 ONG IVAN JARMIN HOLY TRINITY COLLEGE OF PUERTO PRINCESA 

4 ONG JAMES JR CAGA RIZAL TECHNOLOGICAL UNIVERSITY 

5 ONG JOHN ANDREW PANGCOY UNIVERSITY OF THE EAST-CALOOCAN 

6 ONG KATHLEEN ERICA MANTOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 ONG MARCUS HAJA UNIVERSITY OF THE EAST-CALOOCAN 

8 ONG PINKY GEM GABRIEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 ONG PSALM ISAIAH CAMORAS PAMANTASAN NG LUNGSOD NG MAYNILA 

10 ONGALON JESTER ENRICO ARAULLO UNIVERSITY 

11 ONGKINGCO MICHAEL AQUINO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 ONIA JOHN JUBERT EVANGELISTA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 ONIFA NAHYOMI ELLOISA MINAVES SAINT ANTHONY'S COLLEGE-ANTIQUE 

14 ONOFRE MHARIECON PALMA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

15 OPENA JOEL ANIBAN CENTRAL COLLEGES OF THE PHILIPPINES 

16 OPERANA JONATHAN DAQUIOAG UNIVERSITY OF THE EAST-MANILA 

17 OPERIANO BRIAN CARL ARCENO EMILIO AGUINALDO COLLEGE-DASMARINAS 

18 OPINALDO MARVIN CASUGA NATIONAL UNIVERSITY-MANILA 

19 OPLE JENELLE REYES COLEGIO DE DAGUPAN (for.COMPUTRONIX 
COLL) 

20 OPTANA JEFFREY MANGAHOY UNIVERSITY OF RIZAL SYSTEM-MORONG 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : ST. MONICA Floor : 4TH Room/Grp No. : 407 

Seat Last Name First Name Middle Name School Attended 

No. 

1 OQUIAS RUFFA MAE ABAYON ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

2 ORACION AIRA CRIZELLE ABAD MARIANO MARCOS STATE UNIVERSITY-BATAC 

3 ORARA NIKKO MINIMO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

4 ORBE JIMBOY UNIVERSITY OF MAKATI 

5 ORBISTA AL CHRISTIAN PAUL ZAULDA PAMANTASAN NG LUNGSOD NG MAYNILA 

6 ORBOC NIEVA LOU VALLES FATHER SATURNINO URIOS UNIVERSITY 
(URIOS COLL) 

7 ORCILLA LARA THERESE CATBAGAN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 ORDILLANO SHANNE EDWARD GRIMALDO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 ORDILLAS JULIA ANN MARIE ATRERO PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

10 OREIRO RALPH ALVIN BOTE ARAULLO UNIVERSITY 

11 ORENSE JAMES DENIEL MANUEL UNIVERSITY OF SANTO TOMAS 

12 ORGANO MEG CATHERINE EDRAD POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

13 ORGIL ANGEL JUSTINE TUPASI FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 ORIEL MANOLETTE LEAÑO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

15 ORIGENES JOHN RAFAEL TOLEDO UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

16 ORILLA RACHEL SILVESTRE ADAMSON UNIVERSITY 

17 ORINES ERICKSON DAGAMI TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 ORIONDO GENE ALEXANDER ASAHAN UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

19 ORLINA JOHN LORENZ MARCO UNIVERSITY OF THE EAST-MANILA 

20 ORNEDO NICKO ANGELO COLLANTE TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 
Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. MONICA Floor : 4TH Room/Grp No. : 408 

Seat Last Name First Name Middle Name School Attended 

No. 

1 OROGO EMMANUELLE VIERNES ALDERSGATE COLLEGE 

2 OROLA JEANKITLISLY PAGULAYAN JOHN PAUL COLLEGE 

3 OROLA ROLLIN CAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 OROLFO ALDRIEN BRYAN FURIO NEW ERA UNIVERSITY 

5 ORONOS MADELYN BALANDRAY UNIVERSITY OF EASTERN PHILIPPINES- 
CATARMAN 

6 OROSCO JESTINE KAILLE VALENZUELA DIVINE WORD COLLEGE OF CALAPAN 

7 OROSCO KRIS RAIMAR LIBAN SAINT LOUIS UNIVERSITY 

8 OROZCO III JOSE MARIANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 ORPERIA FREDDIE JR. RESPICIO ISABELA STATE UNIVERSITY-ILAGAN 

10 ORPIANO CHARI ANNE AVECILLA SAINT LOUIS COLLEGE OF SAN FERNANDO 

11 ORQUE RAFAEL JAY SANTOS UNIVERSITY OF SANTO TOMAS 

12 ORQUINA JOHN ERIC TERNIDA LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

13 ORSAL RONNIE TADLIP RIZAL TECHNOLOGICAL UNIVERSITY 

14 ORTEGA ARVIN BELZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 ORTEGA DENISE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 ORTEGA KEZLY LIA DE GUZMAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 ORTEGA MICHAELA FREAH NA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 ORTIGAS LEANZA MARIE MANZALA UNIVERSITY OF SANTO TOMAS 

19 OSINSAO ASHLEY JEAN ROXAS DIVINE WORD COLLEGE OF CALAPAN 

20 OSORIO CHRISTOPHER LIM CAMARINES SUR POLYTECHNIC COLLEGE- 


NABUA 
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REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 
Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. MONICA Floor : 4TH Room/Grp No. : 409 

Seat Last Name First Name Middle Name School Attended 

No. 

1 OSTAN JOHN CARL SUMCAD LYCEUM OF THE PHILIPPINES - CAVITE 

2 OTARA RONIE YAZMIN DOLOROSO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 OTERO KRISTEL MAE CONCEPCION PAMANTASAN NG LUNGSOD NG MAYNILA 

4 OXINIO JEFFERSON MORALES TAGUIG CITY UNIVERSITY 

5 OZAR SHERRYLYN SODOY JOHN PAUL COLLEGE 

6 PAALAN HERKY JAN ARZAGA PALAWAN STATE UNIVERSITY-P. PRINCESA 

7 PABABERO ELLAINE ANN GARCIA EMILIO AGUINALDO COLLEGE-DASMARINAS 

8 PABIA ANDREA LOUISE NANO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 PABILLO BENILDAN DIEGO GALERO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 PABILONIA BLUE ALVINZ MONTANO RIZAL TECHNOLOGICAL UNIVERSITY 

11 PABLO ALFONSO III AQUINO PAMANTASAN NG LUNGSOD NG MAYNILA 

12 PABLO ARCHELL NICDAO TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

13 PABLO DENWILL MARC FRANCO DE LA SALLE UNIVERSITY-DASMARINAS 

14 PABLO HAZLYN RAMOS NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

15 PABLO JOVIE MARIELLE ESGUERRA UNIVERSITY OF THE EAST-CALOOCAN 

16 PABLO KEIT ALAIN RIVERA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 PABLO KERYL BUSCAR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 PABLO NORMAN PAULO MATEO CENTRAL LUZON STATE UNIVERSITY 

19 PABROQUEZ RICHARD BENTILLO UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

20 PABUSTAN NESNIE TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : ST. MONICA Floor : 4TH Room/Grp No. : 410 

Seat Last Name First Name Middle Name School Attended 

No. 

1 PACALDA BRYAN CYRUZ GERONA UNIVERSITY OF BATANGAS 

2 PACALDO KHARENE VILLANUEVA RIZAL TECHNOLOGICAL UNIVERSITY 

3 PACCIAL MARICO JOY BARAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 PACHECO ANGEL ANN MACASAET NATIONAL UNIVERSITY-MANILA 

5 PACHECO JOHN CARLO SALE NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

6 PACIL RALPH CHRISTIAN ESCOBAR MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

7 PACIO LLEWNAJ MACAGBA SAINT LOUIS COLLEGE OF SAN FERNANDO 

8 PACIS JAY LORD MICO BISALDA CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

9 PACIS ZAIRA JOY LARANANG PANGASINAN STATE UNIVERSITY-URDANETA 

10 PACUBAT DRAZEN JOSHUA SONGCUAN ALDERSGATE COLLEGE 

11 PADAMA KARLA MIA DEE INMENZO UNIVERSITY OF SANTO TOMAS 

12 PADILLA ALEXCEJOY JAMES CHANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 PADILLA ANTONETTE MONIQUE GONZALES NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

14 PADILLA CHEDDIE JOSE LUCEÑARA RIZAL TECHNOLOGICAL UNIVERSITY 

15 PADILLA CHRISTAL JAYCA HERRERA PHILIPPINE CENTRAL ISLANDS COLLEGE 

16 PADILLA DRANREB ANROL QUIMPO NEW ERA UNIVERSITY 

17 PADILLA DULFEN JOHN ACOSTA AURORA STATE COLLEGE OF TECHNOLOGY 

18 PADILLA ELRIC ALAIN ACEBRON UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

19 PADILLA HANIELETH MAE LEAL SAINT LOUIS COLLEGE OF SAN FERNANDO 

20 PADILLA JOHN NOEL PERIN RIZAL TECHNOLOGICAL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 
Building : ST. MONICA 


Floor : 4TH 


Room/Grp No. : 411 


Seat Last Name First Name Middle Name School Attended 

No. 

1 PADILLA LARK DAVE ELESIS MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

2 PADILLA MARICAR MANGULABNAN CENTRAL LUZON STATE UNIVERSITY 

3 PADILLA VANESSA PONDEVIDA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 PADOLINA MARC RENNIELL LITALIT RIZAL TECHNOLOGICAL UNIVERSITY 

5 PADOLINA MICHAEL JAMBALOS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 PADRE JEREMY RIRAO UNIVERSITY OF THE EAST-CALOOCAN 

7 PADRE RIZZA MICAELA SUMBILLA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

8 PADRONES JOHN ROLAND ZAMORA DIVINE WORD COLLEGE OF CALAPAN 

9 PADUA ANSHERINA OCAMPO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

10 PADUA JERICH MORILLO UNIVERSITY OF SANTO TOMAS 

11 PADUA JOHN CARL ARALES CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

12 PAEZ CARLO JAY MONTES FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

13 PAGADOR RIZZA JEAN LIZARDO UNIVERSITY OF THE VISAYAS-CEBU CITY 

14 PAGADUAN ARJAY ELOBERIO EASTERN SAMAR STATE UNIVERSITY-GUIUAN 
CAMPUS 

15 PAGADUAN HANS INAY LYCEUM OF APARRI 

16 PAGADUAN JOVEN CAFIRMA UNIVERSITY OF LA SALETTE-SANTIAGO 

17 PAGADUAN ROWENA CUNTAPAY UNIVERSITY OF LA SALETTE-SANTIAGO 

18 PAGALING MARIANE DELA CRUZ PHILIPPINE CENTRAL ISLANDS COLLEGE 

19 PAGATPAT ARVIN JACOB TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 PAGCALIWANGAN JOSHUA ADAYA BATANGAS STATE UNIVERSITY - ALANGILAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : 412 


Seat Last Name First Name Middle Name School Attended 

No. 

1 PAGLICAWAN JERIC JAMES CAJAYON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 PAGLINAWAN ANGELICA TEMARIO TAGUIG CITY UNIVERSITY 

3 PAGSISIHAN ANGEL MARIE CALOSA RIZAL TECHNOLOGICAL UNIVERSITY 

4 PAGTALUNAN MARIENEY VALENCIA UNIVERSITY OF RIZAL SYSTEM-MORONG 

5 PAGTALUNAN SIR JHUN GUTIERREZ PAMANTASAN NG LUNGSOD NG MAYNILA 

6 PAGTAMA IRISH MADELO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 PAGUIRIGAN ED MARC IVAN UMALE ADAMSON UNIVERSITY 

8 PAGUIRIGAN LAURICE ANN VILLALUZ MARIANO MARCOS STATE UNIVERSITY-BATAC 

9 PAGULAYAN JAMES II RAMOS ADAMSON UNIVERSITY 

10 PAGULAYAN PAULO JANELLE SERQUINA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

11 PAGUYO CHRISTIAN ALFRED RODRIGO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 PAHATI MARLON ADRIAN LOPEZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

13 PAILE HANNA BRUSAS CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

14 PAJA MARIEL BOHOL SURIGAO STATE COLLEGE OF TECHNOLOGY- 
MAIN CAMPUS 

15 PAJARA JANDALE MEÑOZA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

16 PAJARES BRYAN JAY ENOJOSA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

17 PAJARILLAGA PATRICK NEIL ESTEBAN SAINT LOUIS UNIVERSITY 

18 PAJARILLO DIANA ROSE DE MESA NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

19 PAJAS ARNIE NOVEM RHOSARY AMANO MARIANO MARCOS STATE UNIVERSITY-BATAC 

20 PAJUDPOD CHRISTIAN ALBERT MORENO TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 
Building : ST. MONICA 


Floor : 5TH 
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Room/Grp No. : 510-A 


Seat Last Name First Name Middle Name School Attended 

No. 

1 PALABRICA JENINE GOLD DE GUZMAN PAMANTASAN NG LUNGSOD NG VALENZUELA 

2 PALACIO ALLEAH LEANO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

3 PALACIO ROLAND EARL MANTILLA ADAMSON UNIVERSITY 

4 PALAFOX SHAYNE AGAPITA BOTOR MARIANO MARCOS STATE UNIVERSITY-BATAC 

5 PALAGUD HANA JESSICA MARQUEZ SAINT MARY'S UNIVERSITY 

6 PALARUAN ANGELICA BUENAVISTA UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

7 PALAY JUSTINE MAE BIJASA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

8 PALERMO LEMUEL MONTEROYO RIZAL TECHNOLOGICAL UNIVERSITY 

9 PALERMO SHAIRA MAY ROCHA RIZAL TECHNOLOGICAL UNIVERSITY 

10 PALIGUTAN JOFFREY BELARMINO ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

11 PALINA VINCENT CARLO REYES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 PALLONES MANUEL JOHN CONTRIDAS TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

13 PALMA ANGELIKA LAZARO BAGUIO CENTRAL UNIVERSITY 

14 PALMON CARISSA GACUSAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 PALOMAR MICHAELA CYRINE REPOLLO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 PALOMAR RALPH CHRISTIAN CAPULONG MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

17 PALOMARES PATRICIA ANNE MARIANO UNIVERSITY OF THE EAST-CALOOCAN 

18 PALOMARES ROMNICK FAJUTRAO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

19 PALOMERAS CHONALYN MABONGA PALAWAN STATE UNIVERSITY-P. PRINCESA 

20 PALOMIQUE JOHN CARLO RAMOS LAGUNA STATE POLYTECHNIC UNIVERSITY- 


STA CRUZ (LSPC) former (LCAT) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : ST. MONICA Floor : 5TH Room/Grp No. : NAT. 
SCIENCE LAB 1 

Seat Last Name First Name Middle Name School Attended 

No. 

1 PALOMO JANINE ARMIE FELIPE UNIVERSITY OF LA SALETTE-SANTIAGO 

2 PALOS MIKAELA MAGTUBO LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

3 PALPARAN NICOLE SHAYNE ANTONIO NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

4 PALUBON JOSHUA ROMEO ARTIGA UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

5 PALUBON JUSTINE BARDA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

6 PALUMPON JESLEY ANNE MENDOZA CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

7 PAMBID VERNILEO LABASA NATIONAL UNIVERSITY-MANILA 

8 PAMFILO JANEN MAY RODIL MARINDUQUE STATE COLLEGE-BOAC 

9 PAMITTAN QUEENIE LABANON FLORENCIO L. VARGAS COLLEGE- 
TUGUEGARAO 

10 PAMON KRISTEL JOY ROCES LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

11 PAMONAG JHAYVEE GLORIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 PAMORAGA NICOLE JOHN ASUER TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 PANAGA KEITH JERDY BAYANI ADAMSON UNIVERSITY 

14 PANAGA RICO OMAR POLICARPIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 PANALIGAN ALVINSON NICO PARIOLO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

16 PANERIO CAILA MOTOL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 PANES GEMILYN MAGDALENO NEW ERA UNIVERSITY 

18 PANGAN MA. FRANCESCA CANTOS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

19 PANGANDAMUN USAMA AYO PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

20 PANGANIBAN ALELIE GATDULA NATIONAL UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 
Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. MONICA 


Floor : 5TH 
SCIENCE LAB 2 


Seat Last Name First Name Middle Name School Attended 

No. 

1 PANGANIBAN ARIAH ELIJAH ADRIANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 PANGANIBAN ARIEL IVAN AMARGO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

3 PANGANIBAN FERLY THERESE SANCHEZ EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

4 PANGANIBAN JERAMIE CATAGUE PALAWAN STATE UNIVERSITY-P. PRINCESA 

5 PANGANIBAN VANESSA BUTIONG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 PANGIBITAN GEOJANNI REDOBLADO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 PANGILINAN CLEMENTE JR MORENO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 PANGILINAN EXEQUIEL JEROME PAYONGAYONG PAMANTASAN NG LUNGSOD NG MAYNILA 

9 PANGUITO GIVIN GREEN ESGUERRA UNIVERSITY OF RIZAL SYSTEM-MORONG 

10 PANILAGAO MAEDILYN FHAE DALAODAO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 PANINGBATAN BENHUR JR DORIA SAINT LOUIS UNIVERSITY 

12 PANIS RAFAEL BONGO LYCEUM OF THE PHILIPPINES - CAVITE 

13 PAÑO ELLEN ANTHONETTE SALINGSING TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

14 PANO JENNIFER CRISOLO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

15 PANO MA ARRA BASCO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

16 PANTAS HANNA MAE ANGON TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

17 PANTE MICAELA LOUISA RODELAS COLEGIO DE SAN JUAN DE LETRAN- 
INTRAMUROS 

18 PANTI CHRISTINE ABEGAIL TOMAGAN DE LA SALLE UNIVERSITY-MANILA 

19 PANTILA RENAN MATUTE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

20 PANTILLO SC GEYV OBAOB MINDANAO STATE UNIVERSITY-ILIGAN 


INSTITUTE OF TECHNOLOGY 
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Room/Grp No. : NAT. 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. EZEKIEL MORENO Floor : 2ND Room/Grp No. : 201 


Seat Last Name First Name Middle Name School Attended 

No. 

1 PANUM MARK LEZTER GABA UNIVERSITY OF THE EAST-MANILA 

2 PANUNCIO KEVIN BORROMEO MANUEL L. QUEZON UNIVERSITY 

3 PAR BRYLL CHRISTIAN CRUZ NATIONAL UNIVERSITY-MANILA 

4 PARACALE BENJIE ZETA UNIVERSITY OF THE EAST-MANILA 

5 PARADA IVY RAMIREZ CENTRAL COLLEGES OF THE PHILIPPINES 

6 PARADA RAVEN MAMUAD UNIVERSITY OF THE EAST-MANILA 

7 PARADO MARIA HARRIET JOY CABARRUBIAS MARIANO MARCOS STATE UNIVERSITY-BATAC 

8 PARAGAS REX MICHAEL YAMBOT CENTRAL LUZON STATE UNIVERSITY 

9 PARAGUISON CHRISTINE MARIE MANDIGMA UNIVERSITY OF BATANGAS 

10 PARAISO RHINE AISHA MAMAID MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 PARAJAS JONEVA JANINE ANNE PARAYNO UNIVERSITY OF LUZON (LUZON COLL.) 

12 PARALEJAS JOYCE ULANG UNIVERSITY OF RIZAL SYSTEM-MORONG 

13 PARANE HEZEL RAMILO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

14 PARANGA NORBERT ANTHONY CUARESMA UNIVERSITY OF THE PHILIPPINES-DILIMAN 

GEROME 

15 PARANGUE IKE EDRIAN HERRERA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 PARANGUE IRIS MARY BELLE HERRERA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

17 PARANTIS JAMELON ALOYODAN PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

18 PARARUAN IAN CHRISTIAN CURIO UNIVERSITY OF THE PHILIPPINES-DILIMAN 

19 PARAS TRIXIA JOY GANADORES UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

20 PARAY LESLY REIANE SALVADOR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

21 PARCO JOVIL CHRISTINE DE PEDRO LICEO DE CAGAYAN UNIVERSITY 

22 PARCUTELA SHELLA SANTOS NUEVA ECIJA UNIVERSITY OF SCIENCE & 


TECHNOLOGY-CABANATUAN) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. EZEKIEL MORENO 


Floor : 2ND 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 PARE NEIL JASPER SAPIDA LYCEUM OF THE PHILIPPINES - CAVITE 

2 PAREDES NICOLE SABANGAN UNIVERSITY OF EASTERN PHILIPPINES- 
CATARMAN 

3 PAREL REIMARIE TUGBO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

4 PARENO JOHN ROSEVELT DELA CRUZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

5 PARES ZANE FRANK MADALI TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 PARIDO RANDON CLAUDIO PAMANTASAN NG LUNGSOD NG MAYNILA 

7 PARINGIT JETHRO AMANTILLO PAMANTASAN NG LUNGSOD NG VALENZUELA 

8 PARIO ABDUL JAMIL MANDA PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

9 PARRA MARIO II BALATBAT ADAMSON UNIVERSITY 

10 PARRA RHENDEL MAGHIRANG UNIVERSITY OF THE PHILIPPINES-DILIMAN 

11 PARULI JOHN LORENZ OCAMPO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

12 PARUNGAO JOHN BENEDICT LABASANO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 PASANA EUNICE SORIANO PAMANTASAN NG LUNGSOD NG MAYNILA 

14 PASAPORTE ARLENE BARTOLO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

15 PASCO JEFRY BULAONG BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

16 PASCO MARK JOSEPH RAQUEL UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

17 PASCO MYELL JOY CAMET DE LA SALLE UNIVERSITY-DASMARIÑAS 

18 PASCO SIR ALDEE BACUS TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. EZEKIEL MORENO 


Floor : 2ND 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 PASCUA DANECA MARIANO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

2 PASCUA KRIZVERTT PONTANILLA TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

3 PASCUA RALPH EMERSON FERNANDEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 PASCUA ROBERT II VENTURA ISABELA STATE UNIVERSITY-ILAGAN 

5 PASCUA RODERICK ABIVA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

6 PASCUA VICKY LADERAS PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

7 PASCUA WILLY JR OBENZA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 PASCUAL ART EDSON ESCUMBIEN NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

9 PASCUAL CLEM JOSHUA ALCON NORTHWESTERN UNIVERSITY 

10 PASCUAL HORACE RAYMUND RAMOS NEW ERA UNIVERSITY 

11 PASCUAL JASON DAVID FRANK CRUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 PASCUAL JHERICO PASCUA ISABELA STATE UNIVERSITY-ECHAGUE 

13 PASCUAL JOHN EDWARD MATA DIVINE WORD COLLEGE OF LAOAG 

14 PASCUAL MARIA ASHLEY ONAG COLEGIO DE LA PURISIMA CONCEPCION 

15 PASCUAL MARICAR BUERGO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 PASCUAL MIKHAIL RITZMONDHT PADILLA UNIVERSITY OF THE EAST-CALOOCAN 

17 PASCUAL PATRICIA ANNE JOY REQUIESTAS COLEGIO DE SAN JUAN DE LETRAN- 
INTRAMUROS 

18 PASCUAL RONNIE MAR RAMOS EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

19 PASCUAL SONNY ESPARRAGO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 PASCUAL TROY MARTIN MAQUERA FEU INSTITUTE OF TECHNOLOGY (for FEU- 


E.A.C.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : ST. EZEKIEL MORENO Floor : 2ND Room/Grp No. : 204 

Seat Last Name First Name Middle Name School Attended 

No. 

1 PASIBE CARRHINE NOVA LIQUICIA oo OF THE CORDILLERAS (for.BAGUIO 

2 PASIGPASIGAN RENANTE CORONEL JOHN PAUL COLLEGE 

3 PASION ANGELICA JOY DAVID PAMANTASAN NG LUNGSOD NG MAYNILA 

4 PASION PAUL JR TALAVERA CENTRAL COLLEGES OF THE PHILIPPINES 

5 PASIONA ELNA PATRICIA RELLORA PARTIDO STATE UNIVERSITY-(GOA)GAO 

6 PASOL BIANCA MARIE CAYABAN SAINT LOUIS UNIVERSITY 

7 PASSE EMERSON JR MENDOZA SAINT MARY'S UNIVERSITY 

8 PASTOR DARYL HENDRICK MARIANO ADAMSON UNIVERSITY 

9 PASTOR FRANCIS JOSHUA GONZALES URDANETA CITY UNIVERSITY (CCU) 

10 PASTOR JOHN PAUL ERWIN AQUINO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

11 PASTOR MARK RICHARD CORDEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 PASTRANO RAY TOLIAO MEDINA COLLEGE-OZAMIS CITY 

13 PATAM ARMELA JEAN JAVIER EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

14 PATAWE LIMBERT RESURRECCION LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

15 PATERNO MADELAINE BASA UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

16 PATILAN CLYDE JASPER DE GUZMAN UNIVERSITY OF SANTO TOMAS 

17 PATIÑO MA. CHRISTINE JOY VENTURA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 PATRIARCA ELGENE PARCON WESTERN INSTITUTE OF TECHNOLOGY 

19 PATRON LLOYD VINCENT CAPUNO ADAMSON UNIVERSITY 

20 PATROPEZ PAUL JHON MAGNETICO CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. EZEKIEL MORENO 


Floor : 2ND 


Room/Grp No. : AVR 


Seat Last Name First Name Middle Name School Attended 

No. 

1 PAULE TIMIKA CLAIRE SANTOS DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

2 PAULO MIKKO TRIA JOHN PAUL COLLEGE 

3 PAUYA JOHN PUAL JAUOD POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

4 PAWA RAFI UPAO UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

5 PAWAC JOHNREY BAGLAN KALINGA STATE UNIVERSITY(FOR KALINGA 
APAYAO STATE COLL.) 

6 PAYBA MARCDIEL MONTAÑO RIZAL TECHNOLOGICAL UNIVERSITY 

7 PAZ APRIL ANNE LOPEZ UNIVERSITY OF RIZAL SYSTEM-MORONG 

8 PAZ HUBERT DANIEL BILGERA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

9 PAZ MIKKA APRIELLE PERDIDO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

10 PAZ RICHARD TORIDA CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

11 PECHARDO ELIZA JOYCE PIAMONTE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 PECHAYCO ROSEJOHN PALABAY SAINT LOUIS COLLEGE OF SAN FERNANDO 

13 PECJO MIGUEL NICOLAS FRANCISCO UNIVERSITY OF SANTO TOMAS 

14 PEDERNAL JEROME RUIVIVAR NEW ERA UNIVERSITY 

15 PEJI NICOLE ANDREA CEJO DE LA SALLE UNIVERSITY-DASMARIÑAS 

16 PELAGIO DINAVEI ARENQUE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

17 PELAYO JOHN PAUL VEN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 PELIGONES KRIZZA CLEAR DE ARAOZ WESTERN INSTITUTE OF TECHNOLOGY 

19 PELO ENRIQUE RECIO UNIVERSITY OF SANTO TOMAS 

20 PELOBELLO JOHN MIL BERT MERCADO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

21 PELOBELLO LARISA MAY PAMFILO MARINDUQUE STATE COLLEGE-BOAC 

22 PELOBELLO RAFFY JAMES CHAVEZ RIZAL TECHNOLOGICAL UNIVERSITY 

23 PELOTIN KRISTIAN DAVE PASCUA CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

24 PENA ANTHONY LORENZO ABILA DE LA SALLE UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 PENA CATHERINE JOY MANUEL NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

2 PENA CHYNLIN GUEVARRA CAMARINES NORTE STATE COLLEGE-DAET 

3 PENA EUFEMIA GALANG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 PENA IVY KNOVELLE ESCALONA DIVINE WORD COLLEGE OF CALAPAN 

5 PENA LEONEL RENALES ATENEO DE NAGA UNIVERSITY 

6 PENAFLOR JAY DOBLADO RIZAL TECHNOLOGICAL UNIVERSITY 

7 PENALBA SHAYNE PATERNO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 PENALBER JOEL JR TOLENTINO CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

9 PENALES JESSA MAE DELOS REYES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 PENALOSA MARIFE NELLY LIBANAN EASTERN VISAYAS STATE UNIVERSITY 
(for.LIT)TACLOBAN 

11 PENAMANTE JOVET BAYO RIZAL TECHNOLOGICAL UNIVERSITY 

12 PENANO JOHN LEXTER EREVE TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

13 PENARANDA SHANELLE SULIT PAMANTASAN NG LUNGSOD NG VALENZUELA 

14 PENES ANDREI BIENES POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 PENTINIO CARYL ANN CALDEZ NATIONAL UNIVERSITY-MANILA 

16 PEPITO CHINA JANEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 PEPITO JONEL AGARAO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

18 PERALTA ALYZA MAE RIVIS MARIANO MARCOS STATE UNIVERSITY-BATAC 

19 PERALTA KURT JUSTIN NOBLE WESTERN PHILIPPINES UNIV.(for.PALAWAN 
N.A.C)-ABORLAN 

20 PERALTA KYLE VINCENT MANIEVA PRESIDENT RAMON MAGSAYSAY STATE 


UNIVERSITY-(FOR RMTU)-IBA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 PERALTA MARK WENDELL ROMERO PAMANTASAN NG LUNGSOD NG MAYNILA 

2 PERALTA MELVIN JOSEPH ZAMORA VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

3 PERANTE PATRICK KYLE AMMUYUTAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

4 PERDITO MARY ROSE SANTOS LYCEUM OF THE PHILIPPINES - CAVITE 

5 PEREDA NOEL JR. TELESFORO JOHN PAUL COLLEGE 

6 PEREGRINA JOHN MATHEW LINGON SOUTHERN LUZON STATE UNIVERSITY-LUCBAN 
(SLPC) 

7 PEREZ ARVIN RAY FLORES UNIVERSITY OF THE EAST-CALOOCAN 

8 PEREZ CARL ADRIAN PONTIPEDRA UNIVERSITY OF RIZAL SYSTEM-MORONG 

9 PEREZ ERNEST RYAN SOCRATES PALAWAN POLYTECHNIC COLLEGE, INC. 

10 PEREZ GEOMARI OLPINDO NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

11 PEREZ JIMELA JOYCE MENDOZA BATANGAS STATE UNIVERSITY - ALANGILAN 

12 PEREZ JOHN DARREL BISA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

13 PEREZ JOHN PAUL MENDIOLA UNIVERSITY OF RIZAL SYSTEM-MORONG 

14 PEREZ MARIFEL ANGELY MONTEROLA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

15 PEREZ RIA KRISETTE IRISH SAMSON POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

16 PEREZ STING RAY MAGBANUA RIZAL TECHNOLOGICAL UNIVERSITY 

17 PERITO ALBERT LAGUNSAD ADAMSON UNIVERSITY 

18 PERJE JOSEPH CARLOS III SERNAL RIZAL TECHNOLOGICAL UNIVERSITY 

19 PERLADA CHRISTOPHER JASON GARDIOLA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

20 PERLADO GABRIELLE MAE LEYNES UNIVERSITY OF THE EAST-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Floor : 2ND Room/Grp No. : 208 


Seat Last Name First Name Middle Name School Attended 

No. 

1 PERLAS JERSEY MAE GUABLAS TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

2 PERMEJO CLARISSA REVILLOSA NATIONAL UNIVERSITY-MANILA 

3 PEROJA HAROLD IAN GREGORIO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

4 PERSIA FRANCO NAZARINO CATANDUANES STATE UNIVERSITY VIRAC 

5 PESCADERO GERDA GREGORIO UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

6 PESTANAS RUSSEL CONCHADA MANUEL L. QUEZON UNIVERSITY 

7 PHUA JUNE NEIL BASIBAS UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

8 PICADIZO ZELL JUBILON NATIVIDAD TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 PICARDAL JOHN PAUL FERNANDEZ COLEGIO DE DAGUPAN (for.COMPUTRONIX 
COLL) 

10 PICART JAYSON BIBAT AURORA STATE COLLEGE OF TECHNOLOGY 

11 PIDO VENEZ PRINCES PESCADOR UNIVERSITY OF THE EAST-MANILA 

12 PIDOT RIOBELLE TABALNO LYCEUM OF THE PHILIPPINES - CAVITE 

13 PIGA GELYN MAGDAYAO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

14 PIGTAIN EMMANUEL MAGSINO RIZAL TECHNOLOGICAL UNIVERSITY 

15 PILAPIL ROGELIO JR YRENE MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

16 PILAR JOHN VINCE GONZALES FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

17 PILAR QUEENEE ROSE SIRIBAN MARIANO MARCOS STATE UNIVERSITY-BATAC 

18 PILI YUEN DENIELLA NAMI TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

19 PILOTIN ADRIEL DOMINIC AZADA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

20 PIMENTEL GABRIEL ANTONIO INGCO UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 PINDOT JHAN MICHAEL RITA UNIVERSITY OF RIZAL SYSTEM-ANTIPOLO 

2 PINEDA ABIGAIL BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

3 PINEDA IVAN JOHN PINEDA DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

4 PINEDA JINGLE BIHASA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 PINEDA JOSE ANTONIO MACASAET FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

6 PINEDA JULLIAN LENARD MAMACLAY NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

7 PINEDA LESLIE JANE MILLOS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-STA MARIA, BULACAN 

8 PINEDA MA. LYNOR ROSE MAGNAYE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 PINEDA MARK NEIL TOLOSA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 PINEDA MARK ROGELIO UNIVERSITY OF MAKATI 

11 PINEDA MARY PRES GARGANTIEL UNIVERSITY OF SAN AGUSTIN 

12 PINEDA MICKA SALTA DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

13 PINEDA SHEMIAH MENDOZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 PIÑON LYNDON DELA CRUZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 PINON MICHELLE LUIS UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

16 PINON PAULA BLANCA RAMIREZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

17 PINSOTES ALDANIEL DEL ROSARIO DE LA SALLE UNIVERSITY-MANILA 

18 PIO MARLO ENRILE AURORA STATE COLLEGE OF TECHNOLOGY 

19 PIOL JEAN JENIEL MENDOZA RIZAL TECHNOLOGICAL UNIVERSITY 

20 PIOQUINTO GILSON TOREJA TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 PISIGAN ALEXANDER BREY REYES BATAAN PENINSULA STATE UNIVERSITY-MAIN 


CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 


2 PITACIO JESSICA MARIE MENDOZA TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

3 PIZARRA DIVINA MARINDUQUE STATE COLLEGE-BOAC 

4 PIZARRA GHINA ALVEZ LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

5 PIZARRO JHAREL JAY FERNANDO FLORENCIO L. VARGAS COLLEGE- 
TUGUEGARAO 

6 PIZARRO YBRYYELLE VALDEZ SULTAN KUDARAT POLYTECHNIC STATE 
COLLEGE-ISULAN 

7 PLANTA PATRICIA ISABEL NATINO PAMANTASAN NG LUNGSOD NG MAYNILA 

8 PLATA HAYDELYN MADRIGAL MARINDUQUE STATE COLLEGE-BOAC 

9 PLATA MARY SHIENA ROSE SORIANO COLEGIO DE MUNTINLUPA 

10 PLATERO JAYA MEI BALTAZAR UNIVERSITY OF THE EAST-MANILA 

11 PLATON PHILIP JERALD ALVAREZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 PLAZA CHRISTIAN RUMEL NARTATES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 PLAZA EMMANUEL PENALOZA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

14 PLAZO MARION FREA ASPE UNIVERSITY OF NUEVA CACERES 

15 PLETE CHRISTIAN ROXAS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

16 PLURAD JOY SAN JOSE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 PLURAD KRIZEL NAE ANIN UNIVERSITY OF THE EAST-MANILA 

18 PO BRUCE LEE AZUR UNIVERSITY OF LA SALETTE-SANTIAGO 

19 PO NECA ZANDRA PORSUELO ISABELA STATE UNIVERSITY-ECHAGUE 

20 POLO ANNE JEANNETTE MAGSINO MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
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CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. EZEKIEL MORENO 


Floor : 3RD 


Room/Grp No. : 301 


Seat Last Name First Name Middle Name School Attended 

No. 

1 PONCE SHERRY CASTRO UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

2 PONTILLAS NIKKA DELA PENA TAGUIG CITY UNIVERSITY 

3 POPELO DAVE BANTILLO RIZAL TECHNOLOGICAL UNIVERSITY 

4 PORCALLA IMEE CLARISSE QUEMANIO DIVINE WORD COLLEGE OF LEGAZPI 

5 PORMANES JEZEL BRAGA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

6 PORMIDA GELIE MAE MENGULLO EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

7 PORTAS MARL CHRISTIAN SOAN PAMANTASAN NG LUNGSOD NG VALENZUELA 

8 PORTUGAL GENE ALFRED NARIO CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

9 PORTUGUEZ YASER HAJI TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 POSIQUIT ANGELICA PAYANAY NEW ERA UNIVERSITY 

11 POSO AILENE BALANLAY UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

12 POTANTE POLLINE NICOLE MALITAO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 POTOT ERIKA LYN MERCADER UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

14 POYAOAN CHRISTIAN PAUL ORALLO DE LA SALLE UNIVERSITY-MANILA 

15 PRADEZ JOHN PAUL DE ASIS RIZAL TECHNOLOGICAL UNIVERSITY 

16 PRADO CYNTHIA GUBALANI QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

17 PRADO GEYRIN ESPINOSA UNIVERSITY OF PANGASINAN 

18 PRADO MA. ALONA ATIENZA UNIVERSITY OF ANTIQUE-SIBALOM 

19 PRAJES KLEINETTE JEAN MAHINAY LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

20 PRANGAN JAY-AR CANDELARIA CENTRAL LUZON STATE UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : ST. EZEKIEL MORENO Floor : 3RD Room/Grp No. : 302 


Seat Last Name First Name Middle Name School Attended 

No. 

1 PRE CHRIS PAUL HOMBREBUENO CENTRAL COLLEGES OF THE PHILIPPINES 

2 PRE DRANREB ONG UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

3 PRESTOSA JEROME ARMEA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 PRINCIPE CRIZHIA MAE SANTOS DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

5 PRINCIPE MA. THERESA JUDITH NOBLES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 PRINCIPE PETER JOHN SANTOS DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

7 PRIOLO IVY JOAMA BARNACHEA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

8 PRIVADO GIDEON PAUL QUIATCHON PHILIPPINE CENTRAL ISLANDS COLLEGE 

9 PROFUGO ADRIANNE KELVIN ADA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 PROGELLA ALDRIN GALO NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

11 PROLLES KING RESAM TURIRIT CATANDUANES STATE UNIVERSITY VIRAC 

12 PRONEBO LAWRENCE CELESTINO NATIONAL UNIVERSITY-MANILA 

13 PRUEL JOHN PHILIP ALVARINA UNIVERSITY OF MAKATI 

14 PUBLICO KRISTINE MARRY ROSE COLOBONG ISABELA STATE UNIVERSITY-ECHAGUE 

15 PUCUT KYLE ANGELO MALLARI TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 PUERTO APPLE ANGELINE MEDIONA RIZAL TECHNOLOGICAL UNIVERSITY 

17 PUGAL JOVELYN SANTIAGO INTERNATIONAL SCHOOL OF ASIA AND THE 
PACIFIC-TABUK BRANCH 

18 PULANCO KAREN JOYCE DE CASTRO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 PULGO SHIELA-MAY IMBANG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

20 PUNAN KRIZELLE JAN NERRY JAVIER PHILIPPINE CENTRAL ISLANDS COLLEGE 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. EZEKIEL MORENO Floor : 3RD Room/Grp No. : 303 


Seat Last Name First Name Middle Name School Attended 

No. 

1 PUNO ADRIANE DHEN VALMEO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

2 PUNO DARYL REM PAGUINTO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

3 PUNO EDYLYN BASAL RIZAL TECHNOLOGICAL UNIVERSITY 

4 PUNTIL AARON PAUL EMMANUEL NATIVIDAD FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

5 PURA LOUIELLA DIANNE RIZAL TECHNOLOGICAL UNIVERSITY 

6 PURA RANIE JR TAGUINOD NEW ERA UNIVERSITY 

7 PURGANAN ALBERT ANGELO OCSALES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 PURI GERALDINE ZAMORA PARTIDO STATE UNIVERSITY-(GOA)GAO 

9 PURISIMA SAMANTHA ISABELLA SABIO UNIVERSITY OF NUEVA CACERES 

10 PUSING VON VERRALD NATIONAL UNIVERSITY-MANILA 

11 PUTOL MICAH ELLA BARCELONA AURORA STATE COLLEGE OF TECHNOLOGY 

12 QUEBADA MARRY JANE RELOQUIO SAMAR STATE UNIVERSITY (SAMAR S.P.C.) 

13 QUEJADA COLEEN BRIONES UNIVERSITY OF SAN AGUSTIN 

14 QUEJADA DAREN PAUL RAMIREZ NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

15 QUEREZA LORVIN ABAD UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

16 QUEZADA CARLA ROSE VALEROSO MARINDUQUE STATE COLLEGE-BOAC 

17 QUIANZON JERRY VIE PUYOT CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

18 QUIBOY RODGE KIM SADIA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 QUICOY RUXLEY KEN GANNABAN UNIVERSITY OF MAKATI 

20 QUIJANO MARY JOYCE ESCO RIZAL TECHNOLOGICAL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : ST. EZEKIEL MORENO Floor : 3RD Room/Grp No. : 304 

Seat Last Name First Name Middle Name School Attended 

No. 

1 QUILALA CHRISTIAN MALLARI TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

2 QUILALA CHRISTIAN ROSAROS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 QUILANG ALPHA-ROMEO BAUTISTA SAINT LOUIS UNIVERSITY 

4 QUILANTANG ALVIN DELA CRUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

5 QUILIT ARIANE JOY BERBER NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

6 QUILLA SUSANE MARIE HERNANDEZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 QUIMBO RENNIER MENDOZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 QUINCENA JEROME SALONGA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

9 QUINDIPAN CARLO ARUEJO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

10 QUINING LEO PAUL EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

11 QUINOL MON GABRIEL TUBIG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 QUIÑONES RENZ GIMENEZ CATANDUANES STATE UNIVERSITY VIRAC 

13 QUINSAYAS JHOE ART ACALA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 QUINTANS ALJAY RESCATE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 QUINTELA JOHN CARLO BERMEJO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

16 QUINTO LEA MARIE GAVINA SAINT LOUIS COLLEGE OF SAN FERNANDO 

17 QUINTOS LYKA ANGELA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

18 QUINTOS RALPH ERICK HORCA NATIONAL UNIVERSITY-MANILA 

19 QUIOGUE JOHN CHRISTIAN DE GUZMAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

20 QUIRINO RACKY MC ROGER MACABIO NUEVA ECIJA UNIVERSITY OF SCIENCE & 


TECHNOLOGY-CABANATUAN) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. EZEKIEL MORENO Floor : 3RD Room/Grp No. : 305 


Seat Last Name First Name Middle Name School Attended 

No. 

1 QUIROZ JAYSON DIAZ BATAAN HEROES MEMORIAL COLLEGE 

2 QUISAO SEAN LEWIS FERNANDEZ ADAMSON UNIVERSITY 

3 QUISEL RAYMOND JR ASTEJADA UNIVERSITY OF MAKATI 

4 QUITAN LORETO RAGAMAT CENTRAL LUZON STATE UNIVERSITY 

5 QUITAZOR NORDAN BOLERONG EMILIO AGUINALDO COLLEGE-DASMARINAS 

6 QUITIQUIT JOHN ESTEVAN BARTOLATA UNIVERSITY OF PANGASINAN 

7 QUITON JOVIE ROSE AGUSTIN PHILIPPINE CENTRAL ISLANDS COLLEGE 

8 QUITON MARGIE ABAD CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

9 QUITORIANO ANGELGRACE GARLEJO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

10 QUITORIANO JEZI DARANG UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

11 QUIZA ANDERSON LINDO TAGUIG CITY UNIVERSITY 

12 QUIZANA IRENE JOY BASCONCILLO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 QUIZON ANN JHUDIEL CASTILLO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

14 RAAGAS JOHN NICHOLE GAROTE FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

15 RABARA AMIEL KIRBY MARALLAG SAINT PAUL UNIVERSITY-TUGUEGARAO 

16 RABARIA ALLYSA CRISTOBAL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 RABE RALPH DELA CRUZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 RABELAS EDLYNOR IMPERIAL RIZAL TECHNOLOGICAL UNIVERSITY 

19 RABILAS NYMPHA GEMARIAH INIGO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

20 RABINO MANELYN FELIX TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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CIVIL ENGINEER 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 
Building : ST. EZEKIEL MORENO 


Floor : 
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4TH Room/Grp No. : 401 


Seat Last Name First Name Middle Name School Attended 

No. 

1 RABINO NEIL BRYAN FELIX TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 RABOY MARK KENNETH BULAN SAINT LOUIS COLLEGE OF SAN FERNANDO 

3 RABUGA CIELO GRACE FRANCISCO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

4 RABULAN JEANY LOISE CANTOS DIVINE WORD COLLEGE OF CALAPAN 

5 RACA JON MYKEL JAPHET QUIAMBAO UNIVERSITY OF THE PHILIPPINES-DILIMAN 

6 RACAZA ERICKA DANTE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

7 RACELIS MICAELA RYSHELL MONTIERRO LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

8 RACELIS RAYMARK POTES UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

9 RACINES PAULINE ANN BALLESTEROS PAMANTASAN NG LUNGSOD NG VALENZUELA 

10 RADJAINI ARGAN MUDJAHIRIN UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

11 RAFANAN PATRICK PESCADOR UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

12 RAFON MIKE ANGELO TEODORO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 RAGASA NADINE JOY TAASAN UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

14 RAGO EZRA DELA CRUZ DE LA SALLE UNIVERSITY-MANILA 

15 RAGUCOS LESLIE RODILLAS UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

16 RAGUDO JEROME QUIAPE UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

17 RAGUERO ANGELIQUE MAE PAJOTAL NATIONAL UNIVERSITY-MANILA 

18 RAGURO LENY JOY CATBAGAN SAINT LOUIS COLLEGE OF SAN FERNANDO 

19 RAGUSANTE GERALD BRIAN TRISINIO LYCEUM OF APARRI 

20 RAMA JOHN JOSEPH BOMBALES CENTRAL COLLEGES OF THE PHILIPPINES 

21 RAMAO VIRGINIA MONTES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

22 RAMAT ANGELICA MAE PASCUA TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

23 RAMEL FERNAND CHRISTOFFER DIZON UNIVERSITY OF THE EAST-MANILA 

24 RAMILO RYAN DEE CASTRO SAINT LOUIS UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : ST. EZEKIEL MORENO 


Floor : 4TH 
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Room/Grp No. : 402 


Seat Last Name First Name Middle Name School Attended 

No. 

1 RAMIREZ AMABELLE JOYCE GABUTERO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

2 RAMIREZ ARIAN EVASCO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

3 RAMIREZ ARIELLE MANAOIS PAMANTASAN NG LUNGSOD NG VALENZUELA 

4 RAMIREZ BON GERALL GARCIA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 RAMIREZ CHRISTINE MAE BALITON DIVINE WORD COLLEGE OF CALAPAN 

6 RAMIREZ IRISH MICHAELLA DAVID EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

7 RAMIREZ JESSA MAE STA. MARIA PALAWAN STATE UNIVERSITY-P. PRINCESA 

8 RAMIREZ JHEMILYN MAE GAYTO DIVINE WORD COLLEGE OF CALAPAN 

9 RAMIREZ JIMBERT JESUS II DELA CRUZ UNIVERSITY OF RIZAL SYSTEM-MORONG 

10 RAMIREZ JOHN MORWIN DE JESUS PAMANTASAN NG LUNGSOD NG MAYNILA 

11 RAMIREZ KRISTIAN DAVE JARAVATA PHILIPPINE CENTRAL ISLANDS COLLEGE 

12 RAMIREZ MARVIN ROMERO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 RAMIREZ RICHARD VINCENT CORPUZ UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

14 RAMIREZ SHAMEL KAYE RAMIRO MARINDUQUE STATE COLLEGE-BOAC 

15 RAMIREZ YAOSHA RAMOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 RAMIRO KARL ANGELO HOLY TRINITY COLLEGE OF PUERTO PRINCESA 

17 RAMITERRE FERNANDO PALOMO CENTRAL LUZON STATE UNIVERSITY 

18 RAMOS AIDRIAN DANDAN LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

19 RAMOS ALLYSSA MAE MARQUEZ BATANGAS STATE UNIVERSITY - ALANGILAN 

20 RAMOS ALYSSA MARIEL NUNGA CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

21 RAMOS ANDREA NICOLE LASIN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

22 RAMOS ANGELANE PLATON BATANGAS STATE UNIVERSITY - ALANGILAN 

23 RAMOS BENEDICT TUMANENG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

24 RAMOS BENJIE MILLIONES UNIVERSITY OF PANGASINAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 
Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. EZEKIEL MORENO Floor : 4TH Room/Grp No. : 403 

Seat Last Name First Name Middle Name School Attended 

No. 

1 RAMOS CHELSEA MAE LOUISE FERNANDEZ DE LA SALLE UNIVERSITY-DASMARINAS 

2 RAMOS CHRISTOPHER JOHN MAHUSAY SULTAN KUDARAT POLYTECHNIC STATE 
COLLEGE-ISULAN 

3 RAMOS CLARISSA DENICE SANTOS NATIONAL UNIVERSITY-MANILA 

4 RAMOS CLARK PUDAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 RAMOS FELIXDUARDO SAMAR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 RAMOS HANNAH VIVIEN GUERRA UNIVERSITY OF BATANGAS 

7 RAMOS HAROLD JOHN GALILEA PAMANTASAN NG LUNGSOD NG MAYNILA 

8 RAMOS HAZEL ANGELA TOLENTINO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 RAMOS JACKIE MAE ADAME NEW ERA UNIVERSITY 

10 RAMOS JAN HENRICK KASILAG ADAMSON UNIVERSITY 

11 RAMOS JASPER FEGALAN UNIVERSITY OF BATANGAS 

12 RAMOS JESSABELLE AGANON MARIANO MARCOS STATE UNIVERSITY-BATAC 

13 RAMOS JIMBO DELA CRUZ UNIVERSITY OF THE PHILIPPINES-LOS BANOS 

14 RAMOS JOEY BOY SERENIO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

15 RAMOS JOHN MICHAEL ALCANTARA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 RAMOS JOHN PAUL AURORA STATE COLLEGE OF TECHNOLOGY 

17 RAMOS JOHN VINCENT MEDINA DE LA SALLE UNIVERSITY-MANILA 

18 RAMOS JOHNDL SAMUDIO UNIVERSITY OF BATANGAS 

19 RAMOS JULIE ANN QUITOR SAINT LOUIS UNIVERSITY 

20 RAMOS JULLIANE PAUL ANDALLO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

21 RAMOS JUSTIN MARMITO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

22 RAMOS KENNETH DELOS REYES RIZAL TECHNOLOGICAL UNIVERSITY 

23 RAMOS KURT ANTHONY SERENO DE LA SALLE UNIVERSITY-MANILA 

24 RAMOS LEAN DERRICK ANDRES UNIVERSITY OF NORTHERN PHILIPPINES- 


VIGAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. EZEKIEL MORENO 


Floor : 4TH 


Room/Grp No. : 404 


Seat Last Name First Name Middle Name School Attended 

No. 

1 RAMOS MARTH JONN ATOS UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

2 RAMOS MAUREEN ORBESO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 RAMOS MICHELLE JOY TORRES AURORA STATE COLLEGE OF TECHNOLOGY 

4 RAMOS RONI FAYE STA ANA UNIVERSITY OF RIZAL SYSTEM-MORONG 

5 RAMOS SHARMAINE ANTONETTE LINZO MANUEL L. QUEZON UNIVERSITY 

6 RAMOS TEOZEN ANNA KAAMIÑO MINDANAO STATE UNIVERSITY-ILIGAN 
INSTITUTE OF TECHNOLOGY 

7 RAMOS YUAN GABRIEL TORIANO NATIONAL UNIVERSITY-MANILA 

8 RAMOSO CHRISTINE TORRES TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

9 RAMUNULOS REYNO DEL MONTE EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

10 RANGEL VIRGILIO JR GILLE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 RANJO MAFEE ESTACIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 RAPACON ANGEL JOY CARMELO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

13 RAPISTA KIMBERLY ABOROT PALAWAN STATE UNIVERSITY-P. PRINCESA 

14 RAPISURA GEORGETTE RAYRAY UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

15 RAPOSON RALYN CIERVO CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

16 RAPOSON RAMIL CIERVO LYCEUM OF THE PHILIPPINES - CAVITE 

17 RARALIO ALLYSA CHAYENNE BORBE UNIVERSITY OF NUEVA CACERES 

18 RARUGAL FRANCIS AUGUST RACRAQUIN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

19 RASE KYLA ANDREY CABILING MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

20 RATERTA ANALIZA CABRITO ADAMSON UNIVERSITY 

21 RATIO ROMMEL DE QUIROZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

22 RAVANCHO DIANNE MOLANO UNIVERSITY OF LUZON (LUZON COLL.) 

23 RAVELO CHRISTIAN JUSTINE CABRIANA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

24 RAVELO FREDERICK BUSANO RIZAL TECHNOLOGICAL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 
Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. EZEKIEL MORENO Floor : 4TH Room/Grp No. : 405 
Seat Last Name First Name Middle Name School Attended 

No. 

1 RAYMUNDO HONEY GRACE HERNANDEZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 


CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 


2 RAYMUNDO IVAN JOVELLANO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

3 RAYMUNDO MARC ANGEL CRUZ UNIVERSITY OF THE EAST-CALOOCAN 

4 RAYMUNDO MARK JOHN PACHECO UNIVERSITY OF LA SALETTE-SANTIAGO 

5 RAYMUNDO NERI ANTONETTE TAYTAY JOHN PAUL COLLEGE 

6 RAYO AARON JAMES CLARO UNIVERSITY OF THE EAST-MANILA 

7 RAYO LEI ANGELIQUE SAN PEDRO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 RAYOS ANTHONY NAVARRO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 RAYOS MONICA CRISTAL DAHIL TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

10 RAYOS RENALYN SARENAS DIVINE WORD COLLEGE OF CALAPAN 

11 RAZO VAN AMIEL MARTIN ADAMSON UNIVERSITY 

12 REA JOSE MIGUEL MAGTIRA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

13 REAL ALDRIN PARAGAS UNIVERSITY OF PANGASINAN 

14 REAL WARREN JAMES MAHAGUAY POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 REBUGIO RALPH JUSTIN CALDERON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 REBUTA MARL JHUN MARCELO UNIVERSITY OF LA SALETTE-SANTIAGO 

17 RECAÑA MARK RYAN ROSAS MARINDUQUE STATE COLLEGE-BOAC 

18 RECIO PATRICK KEITH PERMATO UNIVERSITY OF THE EAST-MANILA 

19 RECONA MA TRISHA LEI ILAGAN MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

20 RECTO SETH ROMEL GALIDO CENTRAL PHILIPPINE ADVENTIST COLLEGE 

21 RECTRA MECY ANN MINULUAN UNIVERSITY OF NEGROS OCCIDENTAL- 
RECOLETOS 

22 REDILLAS LANCE LOBETAÑA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

23 REDOMA JON PATRICK ARELLANO NEW ERA UNIVERSITY 

24 REFERIZA LOREN GLORIOSO UNIVERSITY OF NUEVA CACERES 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : ST. EZEKIEL MORENO 


Floor : 4TH 
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Room/Grp No. : 406 


Seat Last Name First Name Middle Name School Attended 

No. 

1 REFUGIO MARY ANGELUS CARINGAL MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

2 REGALA JOHN CARLO LEYSAN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

3 REGENCIA IRISH MAE MAGHACOT MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 REGINIO PETER PAUL TIUZEN PHILIPPINE CENTRAL ISLANDS COLLEGE 

5 REGINIO RYAN CHRISTIAN CA-ANG TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

6 REGIO MARY CHRISTINE MADRIGAL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 REGONIEL BRIAN FRED QUILLAMOR UNIVERSITY OF THE EAST-MANILA 

8 REGUETA PEARLY SICORSICOR SAINT ANTHONY'S COLLEGE-ANTIQUE 

9 REGUNTON JASPER IVAN MENDOZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 REIG ROSELLE NICOLAS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

11 REINOSO JESSA IVONY CU BALIUAG UNIVERSITY (BALIUAG COLLEGES) 

12 REJANO MOWI GLADYZ KATE LERONA UNIVERSITY OF RIZAL SYSTEM-MORONG 

13 REJAS ALYANNA MAE BERBIE VISAYAS STATE UNIVERSITY (for.VISCA,LSU.)- 
BAYBAY 

14 RELADOR NEL LANDAGORA ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

15 RELLON JHON LOYD VALENZUELA UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

16 RELOSA MANILYN EASTERN VISAYAS STATE UNIVERSITY 
(for.LIT)TACLOBAN 

17 RELOVA JOHN EDWARD FABIAN NATIONAL UNIVERSITY-MANILA 

18 REMEGIO ALYANNA KHYLE BAYANG UNIVERSITY OF LA SALETTE-SANTIAGO 

19 REMEGIO KATE IRIS MENDOZA DIVINE WORD COLLEGE OF CALAPAN 

20 REMEGIO RYAN CHRISTOPHER GALE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

21 REMIGIO CYRENE LAGARTO UNIVERSITY OF EASTERN PHILIPPINES- 
CATARMAN 

22 REMOLACIO STEPHANIE CLAIRE VILLADOS UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

23 REMOLANO HONEYRINE BAQUIRAN UNIVERSITY OF MANILA 

24 REMOROZA GIAN DOMINGO DIVINE WORD COLLEGE OF LEGAZPI 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : SAN SEBASTIAN Floor : 3RD Room/Grp No. : A302 


Seat Last Name First Name Middle Name School Attended 

No. 

1 REMOROZA LYNNIEL BAUSIN RIZAL TECHNOLOGICAL UNIVERSITY 

2 REMPIS MARICAR BENGUA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

3 RENIGEN KATHRYNE CAMYLE ISOK LYCEUM OF THE PHILIPPINES - CAVITE 

4 REÑOLA WYNNE BLOSSOM DUCLAY EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

5 RENON KRISHIA BOAQUIN EASTERN VISAYAS STATE UNIV. (FOR. L.I.T.)- 
ORMOC CAMPUS 

6 RENON MARK RAYMOND TALOZA UNIVERSITY OF THE EAST-CALOOCAN 

7 RENOSA ERICKSON FERNANDO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

8 REODIQUE JOMARI CLETE UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

9 REOMA DANIEL CATANDUANES STATE UNIVERSITY VIRAC 

10 REONICO JOHN REY SEMINIANO NATIONAL UNIVERSITY-MANILA 

11 REPANCOL JASMIN ALLYSA DIZON COLEGIO DE DAGUPAN (for.COMPUTRONIX 
COLL) 

12 REPANCOL MARC DANIEL BEDAYO ADAMSON UNIVERSITY 

13 REPOSAR ANJELINE GINGER BENESA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

14 REPOSO JERLYN POSTO SAMAR STATE UNIVERSITY (SAMAR S.P.C.) 

15 REPOSO LAWRENCE POSTO SAMAR STATE UNIVERSITY (SAMAR S.P.C.) 

16 REQUERME JEAN LOUIS BONGCAYAO UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

17 REQUIERME KATE JUSTINE ALOJADO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

18 RESMA REGINALDO BADONG TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

19 RESONTOC AIMIE GUINOO UNIVERSITY OF NUEVA CACERES 

20 RESTRIVERA ALVIN JASPER VALENCIA UNIVERSITY OF PERPETUAL HELP SYSTEM- 


LAGUNA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 
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Building : SAN SEBASTIAN 


Floor : 3RD 
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Room/Grp No. : A304 


Seat Last Name First Name Middle Name School Attended 

No. 

1 RESTUM ROXANNE TOLENTINO CENTRAL COLLEGES OF THE PHILIPPINES 

2 RESURRECCION DAVE SALVADOR VILLANUEVA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

3 RESURRECCION ROCHELLE DOHILIO LYCEUM OF THE PHILIPPINES - CAVITE 

4 RETAMAL JUSTINE PATRICK CABULAY TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

5 RETUTA HANNAH GRACE RAGASA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

6 RETUTA KEN CEDRIC VARGAS BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

7 RETUTA RANNYL ROSALES UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

8 REUNILLA JUDE THADEUS LEYES STI WEST NEGROS UNIVERSITY(FOR WEST 
NEGROS COLL) 

9 REVESENCIO CARRYLE GREGORIO UNIVERSITY OF THE PHILIPPINES-DILIMAN 

10 REVILLA ERIKA AGUILAR LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

11 REVILLA REGIN PULTA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

12 REVILLOZA FERLY ANN REFORMA LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

13 REYES ALYSSA LAURIENELLA PALOS MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

14 REYES ANGEL JOANNER GARCIA BATAAN HEROES MEMORIAL COLLEGE 

15 REYES ANGELIE BLANQUERA CAMARINES NORTE STATE COLLEGE-DAET 

16 REYES ANGELU MAI ESTRELLA TAGUIG CITY UNIVERSITY 

17 REYES CESAR JR REGALADO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 REYES CHABELITA MANANGAN VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

19 REYES CHRISTOPHER JEROME ALMARIO ADAMSON UNIVERSITY 

20 REYES CRIS JOHN MARK MERTO CATANDUANES STATE UNIVERSITY VIRAC 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 
Building : SAN SEBASTIAN 


Floor : 3RD 


Room/Grp No. : A305 


Seat Last Name First Name Middle Name School Attended 

No. 

1 REYES DANIELLE MAR FRIAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

2 REYES DIANA NICOLE LEGION POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

3 REYES EUGINE GILBERT LUA UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

4 REYES GENIMY GUIRALDO UNIVERSITY OF LUZON (LUZON COLL.) 

5 REYES IAN JONATHAN JUNIO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

6 REYES JAMES BENEDICT ROSARIO UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

7 REYES JANE ROCEL QUIAMBAO RIZAL TECHNOLOGICAL UNIVERSITY 

8 REYES JASMINE BERNARDO BALIUAG UNIVERSITY (BALIUAG COLLEGES) 

9 REYES JAYSON JACINTO PAMANTASAN NG LUNGSOD NG VALENZUELA 

10 REYES JOEBY MENDOZA NEW ERA UNIVERSITY 

11 REYES JOHN LLOYD ALIMPOYO WESTMEAD INTERNATIONAL SCHOOL 

12 REYES JOHN PATRICK VILA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 REYES JOSHUA CENSON UNIVERSITY OF THE EAST-MANILA 

14 REYES JULIUS MOVILLA UNIVERSITY OF MANILA 

15 REYES MARIA LOURDES PARREÑO CENTRAL LUZON STATE UNIVERSITY 

16 REYES MARK KENNETH OMADTO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 REYES MONICA ENCALLADO CENTRAL COLLEGES OF THE PHILIPPINES 

18 REYES PATRICK NICOLAS ORBANEJA LYCEUM OF THE PHILIPPINES - CAVITE 

19 REYES PAUL JOHN XAVIER MORCILLA EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

20 REYES PAULO LUIS BALINGIT MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : SAN SEBASTIAN Floor : 3RD Room/Grp No. : A306 


Seat Last Name First Name Middle Name School Attended 

No. 

1 REYES RALPH LAURENCE GARCIA UNIVERSITY OF MAKATI 

2 REYES RAYMUND MANANGAN VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

3 REYES ROANE ANGELICA VILLAFLORES BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

4 REYES VIVIEN OLGA FRANCISCO MANUEL L. QUEZON UNIVERSITY 

5 REYES ZVER JHON ALLEAN SEGARRA UNIVERSITY OF SANTO TOMAS 

6 REYNA ALLYSA CAPISTRANO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

7 REYNADO ABCDE POSTRANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 REYNALDO STEVEN JONES DELA CRUZ UNIVERSITY OF PANGASINAN 

9 REYNES PRINCESS MHERLENE PASCUAL PAMANTASAN NG LUNGSOD NG MAYNILA 

10 REYNO CRYSTAL JADE INAY UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

11 RIBAY ROGELIZA LIBICO UNIVERSITY OF EASTERN PHILIPPINES- 
CATARMAN 

12 RIBUCAN MARIA TERESA TICA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

13 RIBULTAN GRACE ANN TUTOP UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

14 RICABLANCA JON MATHEW DIMACULANGAN DIVINE WORD COLLEGE OF CALAPAN 

15 RICAFORT GODSEN IBASCO CAMARINES NORTE STATE COLLEGE-DAET 

16 RICAFRENTE HONEY ROSE DELA VICTORIA ADAMSON UNIVERSITY 

17 RICAFRENTE JANINE ROANNE BOTE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 RICAHUERTA RINAR MHAIE ABRANTES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 RICALDE JAMES LYNDON HOLGADO BATANGAS STATE UNIVERSITY - ALANGILAN 

20 RICO BENEDICT PERIO TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 
Building : SAN SEBASTIAN 


Floor : 3RD 


Room/Grp No. : A307 


Seat Last Name First Name Middle Name School Attended 

No. 

1 RICO KRISTINE JOY TOLETE SAINT LOUIS UNIVERSITY 

2 RICOD MONICA JESSA CASTILLO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

3 RICOHERMOSO ANDREA NICOLE QUIZANA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

4 RICOHERMOSO KIENARD BORJA CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

5 RICOHERMOZO MERECRIS PONDEVIDA MARINDUQUE STATE COLLEGE-BOAC 

6 RIEGO DIONA MAE PAMPLINA RIZAL TECHNOLOGICAL UNIVERSITY 

7 RIEGO SHIN ANDREI RED POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 RIGA JALIL COSING PAMANTASAN NG LUNGSOD NG MAYNILA 

9 RIGODON JUAN GABRIEL LUKBAN CAMARINES NORTE STATE COLLEGE-DAET 

10 RIGOR JOHN MICHAEL GALINGAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 RIGOR JORDAN DELA CRUZ NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

12 RIGOS JOSHUA MOLLEJON UNIVERSITY OF RIZAL SYSTEM-MORONG 

13 RIGUER ROMEO JR NICOLAS UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

14 RIMALOS JESTONI ABON UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

15 RINION NELSON FLORES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 RITAN ALEXIS ALCANTARA CENTRAL LUZON STATE UNIVERSITY 

17 RITARITA MAC JUN REG LYCEUM OF APARRI 

18 RIUS MARK MANDAC NATIONAL UNIVERSITY-MANILA 

19 RIVAMONTE JOE KLIVEN PIMENTEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 RIVAMONTE PATRICK MALABANAN TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 
Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 


Building : SAN SEBASTIAN Floor : 3RD Room/Grp No. : A308 

Seat Last Name First Name Middle Name School Attended 

No. 

1 RIVAREZ CHERRY JOY GRAVE MARINDUQUE STATE COLLEGE-BOAC 

2 RIVERA ALLEN CHRISTOPHERSON BERNAL FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

3 RIVERA CHRISTINE LORENZO BATAAN HEROES MEMORIAL COLLEGE 

4 RIVERA CRIS PEARL GARCIA BATAAN PENINSULA STATE UNIVERSITY-MAIN 


CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 


5 RIVERA DEREM JOSHUA RAQUEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

6 RIVERA JAKE ANDREW ROXAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 RIVERA JEFF PREY PANLILIO UNIVERSITY OF SANTO TOMAS 

8 RIVERA KEANNA-MARI FRANCIA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 RIVERA LYRA MENDOZA NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

10 RIVERA MARY JOY BRIONES UNIVERSITY OF SAINT ANTHONY 

11 RIVERA NEIL ANTHONY SAMSON JOHN PAUL COLLEGE 

12 RIVERA PRINCESS DHIAME ROBLES FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

13 RIVERA VINCENT CLORES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

14 RIVERAL KRISTOFFER DOMINICK VICENTE UNIVERSITY OF THE EAST-MANILA 

15 RIVERO JEEHAN KYRA ALIANZA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 ROA LEVIRICK MARIANO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

17 ROBIS GISEL TENTATIVA UNIVERSITY OF CEBU 

18 ROBISO CHRISTIAN MANANSALA ADAMSON UNIVERSITY 

19 ROBISO JOHN DENNED RIANO CAPIZ STATE UNIVERSITY (CIT)(PSPC)-MAIN 
CAMPUS 

20 ROBLES ABE-ALBON VARRON RAMON MAGSAYSAY MEMORIAL COLLEGES 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 

School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 

Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 

Building : SAN SEBASTIAN Floor : 3RD Room/Grp No. : A310 

Seat Last Name First Name Middle Name School Attended 

No. 

1 ROBLES ALYZZA FLORENE DOTE UNIVERSAL COLLEGES OF PARANAQUE 

2 ROBLES ERIC MARTIN ANDRADA MANUEL L. QUEZON UNIVERSITY 

3 ROBLES ETHAN PATRICK RITUMALTA DE LA SALLE UNIVERSITY-MANILA 

4 ROBLES FRANKLIN JR CANABE UNIVERSITY OF MANILA 

5 ROBLES JOSSEFE ROBLES AYSON FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

6 ROBLES JUSTIN GABRIEL SARAD TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 ROBLES MARICEL MANZANO ADAMSON UNIVERSITY 

8 ROBLES PETER JOHN CRUZ DE LA SALLE UNIVERSITY-MANILA 

9 ROBLES ZHAIRA MYKA TABERNILLA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

10 ROCERO JESSA MAE TOLIO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

11 ROCES DONNA ROSE BARREDO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

12 ROCHA JUSTINE ELIZA NEBRIA DE LA SALLE UNIVERSITY-MANILA 

13 ROCHE JHAZMINE ANDREI JAENA NATIONAL UNIVERSITY-MANILA 

14 ROCIDO JIAH ANGELIESON DE SILVA ADAMSON UNIVERSITY 

15 RODAS CHRISTINE JOY RODELAS MARINDUQUE STATE COLLEGE-BOAC 

16 RODAS JENO SEGUN SAINT JOSEPH'S COLLEGE-MAASIN 

17 RODAVIA JOSE MARI ECHAVEZ UNIVERSITY OF NUEVA CACERES 

18 RODAVIA RYAN CHRISTIAN GAMBOA UNIVERSITY OF SANTO TOMAS 

19 RODELAS JACQUELINE RETARDO MARINDUQUE STATE COLLEGE-BOAC 

20 RODIL JUSTIN RYAN SAN JOSE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

21 RODRIGO DAREN HAM RAYOS DEL SOL MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


School : SAN SEBASTIAN COLLEGE RECOLETOS, MANILA 


Address : 2114-A C.M RECTO AVE, ZONE 040 BRGY 390, QUIAPO, MANILA 
Building : SAN SEBASTIAN 


Floor : 3RD 
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Room/Grp No. : A311 


Seat Last Name First Name Middle Name School Attended 

No. 

1 RODRIGUEZ BRYAN PATRICT SUPE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 RODRIGUEZ CARLOS GABRIEL MANUEL DE LA SALLE UNIVERSITY-MANILA 

3 RODRIGUEZ EDMAR REGIE SUYOM UNIVERSITY OF THE PHILIPPINES-DILIMAN 

4 RODRIGUEZ IAN TROY DUTIG RIZAL TECHNOLOGICAL UNIVERSITY 

5 RODRIGUEZ JANNELLE GALILO UNIVERSAL COLLEGES OF PARANAQUE 

6 RODRIGUEZ JOHN HARVEY ILARDE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

7 RODRIGUEZ KEITH TRISHA PANGANIBAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 RODRIGUEZ LEA MARIZ VILLANUEVA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

9 RODRIGUEZ PATRICIA DOLORES SALVANERA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

VICTORIA 

10 RODRIGUEZ ROSE ANNE SISO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 RODRIPAZ ANDREA FRANCESCA GUEVARRA ADAMSON UNIVERSITY 

12 RODULFA VINCENT ERISPE SAINT ANTHONY'S COLLEGE-ANTIQUE 

13 ROGAN MICHAEL JAY CATIPON TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

14 ROGELIO HAZEL ANN NATAL MARINDUQUE STATE COLLEGE-BOAC 

15 ROGERO RYAN CHESTER MAÑO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 ROJAS KIM RIO MANZANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

17 ROLDAN JULIE AUGUSTO UNIVERSITY OF NUEVA CACERES 

18 ROLEDA STEPHEN ROSS LABIAN DE LA SALLE UNIVERSITY-MANILA 

19 ROLLO JEZREEL MUSNI PAMANTASAN NG LUNGSOD NG VALENZUELA 

20 ROLLON JUDE IVAN SANCHEZ SAINT LOUIS UNIVERSITY 

21 ROMANES ALYSSA BIANCA VIDA CAVITE STATE UNIVERSITY (DON SEVERINO 


AGR'L. COLL.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : ST. JOSEPH'S COLLEGE 
Address : 295 E. RODRIGUEZ ST., BLVD., QUEZON CITY 


Building : A. W. ABEN 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 1ST 
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Room/Grp No. : 103 


Seat Last Name First Name Middle Name School Attended 

No. 

2 ROMANO KYLE LAURENCE RODELAS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

3 ROMERO JOEL JR FUERTE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 ROMERO MELISSA MAE CORONEL UNIVERSITY OF THE EAST-CALOOCAN 

5 ROMUAR ALLYZA CIELO OLIQUINO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

6 RONA EDWIN AMBI PALAWAN STATE UNIVERSITY-P. PRINCESA 

7 RONA MARY ANDREA ZAMBRANO PALAWAN POLYTECHNIC COLLEGE, INC. 

8 RONCALE CRISANTO RICAMATA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 RONCALES MA. CATRINA RAMOS NEW ERA UNIVERSITY 

10 RONDILLA ANGEL BARROZO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

11 RONDINA LANCE DAVID GRANADO EMILIO AGUINALDO COLLEGE-DASMARINAS 

12 RONDON GIOVANNI-VAN-KELLY REYNALDO UNIVERSITY OF THE EAST-CALOOCAN 

13 RONGCALES MANILOU SERRONA UNIVERSITY OF EASTERN PHILIPPINES- 
CATARMAN 

14 RONQUILLO ALEXIES YVONNE MASCARINAS BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

15 RONQUILLO DIANE JERMAINE GAMUEDA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 RONQUILLO JOHN STEVEN CAGUETE DIVINE WORD COLLEGE OF CALAPAN 

17 RONQUILLO KATHERINE TALA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

18 RONQUILLO KRISHA DANE ESTRELLA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 RONQUILLO MARK FERDY SINABAN FLORENCIO L. VARGAS COLLEGE- 
TUGUEGARAO 

20 RONQUILLO MELVIN JAMES GARCIA TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : ST. JOSEPH'S COLLEGE 
Address : 295 E. RODRIGUEZ ST., BLVD., QUEZON CITY 


Building : A. W. ABEN Floor : 1ST Room/Grp No. : 104 

Seat Last Name First Name Middle Name School Attended 

No. 

2 ROQUE MARY MAY MARCOS EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

3 ROQUE NICOLE CZERRIE CRUZ UNIVERSITY OF SANTO TOMAS 

4 ROQUE REYSTER MIGUEL LAZARO DE LA SALLE UNIVERSITY-MANILA 

5 ROQUERO MEVERLYN MONTILLA UNIVERSITY OF ANTIQUE-SIBALOM 

6 ROS ANGELO LUIS GENIO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

7 ROSALES CHRISTINE PILAPIL ATENEO DE NAGA UNIVERSITY 

8 ROSALES EILEEN LAMEZA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 ROSALES PATRICK MILAN RIZAL TECHNOLOGICAL UNIVERSITY 

10 ROSALES TIMOTHY JOHN CELEBRE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 ROSARIO ANDRICH ORBE UNIVERSITY OF THE EAST-CALOOCAN 

12 ROSARIO DHAVE ROSARIO UNIVERSITY OF LUZON (LUZON COLL.) 

13 ROSARIO JAN SALANGSANG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 ROSARIO JESSE ANGELO FRIAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 ROSARIO KRISHIA MAE SOCITO UNIVERSITY OF THE EAST-MANILA 

16 ROSARIO RICHARD GRADO UNIVERSITY OF PANGASINAN 

17 ROSAROSO KENNETH MARVIN POMIDA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

18 ROSAROSO MARVIN IGLIANE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

19 ROSAS JESSA MAE BALADJAY TAGUIG CITY UNIVERSITY 

20 ROSE JOHN BRYNE LIRA TECHNOLOGICAL UNIVERSITY OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
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Address : 295 E. RODRIGUEZ ST., BLVD., QUEZON CITY 
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MANILA 


CIVIL ENGINEER 
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Seat Last Name First Name Middle Name School Attended 

No. 

2 ROSETE JOHN VINCENT SANTOS EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

3 ROSETE JOSEPH PANA SOUTHERN LUZON STATE UNIVERSITY-LUCBAN 
(SLPC) 

4 ROSETE JUDITH PANA UNIVERSITY OF THE EAST-CALOOCAN 

5 ROSINAS ANNIE WENCESLAO CENTRAL LUZON STATE UNIVERSITY 

6 ROVELO RENEE ROSE BAYLON LYCEUM OF THE PHILIPPINES - CAVITE 

7 ROVERA MARK JAY RUFO NEW ERA UNIVERSITY 

8 ROXAS DONITA ROSE AGUIRRE MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

9 ROXAS JOHN KENNETH CORTEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 ROYO KEANNE GREGORY PACAMARRA UNIVERSITY OF NUEVA CACERES 

11 ROYO RADINO ALBERCA MANUEL L. QUEZON UNIVERSITY 

12 ROYO RICA MAE BANUA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

13 RUAN RAMESIS LOUIE TAPAO UNIVERSITY OF SANTO TOMAS 

14 RUBIA LOU ALISON SABA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

15 RUBIO AARON LUIS MENDOZA DE LA SALLE UNIVERSITY-DASMARINAS 

16 RUBIO DANIELLE ERIKA LANDICHO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 RUBIO JOSHUA NATHANIEL SERQUINA SAINT MARY'S UNIVERSITY 

18 RUELO ARZIE DAVE DUARTE UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

19 RUFON YVERN RIO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

20 RUGNAO LESTER NAGMA UNIVERSITY OF NORTHERN PHILIPPINES- 


VIGAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 RUIVIVAR JEINDHY CHRIS SALVE EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

2 RUIVIVAR JONA DUYA NEW ERA UNIVERSITY 

3 RUIZ GLEN DALE SANTIAGO UNIVERSITY OF THE PHILIPPINES-DILIMAN 

4 RUIZ NIKKA ANNE AGUILUZ HOLY ANGEL UNIVERSITY 

5 RUIZ PAMELA DENISE RAMOS UNIVERSITY OF MAKATI 

6 RUSTIA ABBYGAIL LLANTO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

7 RUTOR PRINCESS HYNA DIPAD EMILIO AGUINALDO COLLEGE-DASMARINAS 

8 SABA RICKY CAMO ATENEO DE NAGA UNIVERSITY 

9 SABADO CHEYSEER MARIANO PHILIPPINE CENTRAL ISLANDS COLLEGE 

10 SABADO ROMMEL RHEYNO LICAY SAINT LOUIS UNIVERSITY 

11 SABANAL JOHN CEDRICK ENOPIA PAMANTASAN NG LUNGSOD NG MAYNILA 

12 SABANDO KENNETHCHARL LAMPA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 SABANGAN JEZIEL TOLEDANA LYCEUM OF THE PHILIPPINES - CAVITE 

14 SABELINO HANNAH VERONICA DEL ROSARIO NEW ERA UNIVERSITY 

YVONNE 

15 SABENIANO AMELYN RABACAL NAGA COLLEGE FOUNDATION 

16 SABENIANO MELVIN ICAWAT CATANDUANES STATE UNIVERSITY VIRAC 

17 SABERON JOMAR JAY BACUEL PALAWAN STATE UNIVERSITY-P. PRINCESA 

18 SABIDO JOHN RAFAEL SANCHEZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

19 SABILAO CHRISTIAN NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

20 SABIO LOREINNA CABERO BATAAN PENINSULA STATE UNIVERSITY-MAIN 


CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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2ND Room/Grp No. : 202 


Seat Last Name First Name Middle Name School Attended 

No. 

1 SABLAY CARL ADRIAN DE JESUS DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

2 SABONSOLIN CLAUBER CATALOGO LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

3 SACDALAN JOHN LORENZ ITALIA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

4 SACLAG CELSO SANIDAD UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

5 SACOPON MARK GADORES MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

6 SACRO JUN-RAFFY ARCAYNA MARIANO MARCOS STATE UNIVERSITY-BATAC 

7 SADDARANI ADZRAMAR TINGKAHAN UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

8 SADIASA LEONELYN DAGUI UNIVERSITY OF THE EAST-CALOOCAN 

9 SADICON DAN EXEQUIEL RAÑON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

10 SADJIRUL MOHMAR JUAN HOLY TRINITY COLLEGE OF PUERTO PRINCESA 

11 SAEL PAULA NICOLAI FRANCISCO PAMANTASAN NG LUNGSOD NG MAYNILA 

12 SAGABAEN ROCHELLE MANGGURIT PAMANTASAN NG LUNGSOD NG VALENZUELA 

13 SAGALON VANAR JUDE GUMANNAO CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

14 SAGER NICOLE DE TORRES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 SAGMIT ANGEL LOU CABATU TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

16 SAGUCIO DAFFODIL LEAÑO NORTHWESTERN UNIVERSITY 

17 SAGUN JAKE LEO MORALEDA UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

18 SAGUN LOUISE ALFRED ASUNCION CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

19 SAGUN MIKE ERIC LANUZA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

20 SAGUN VINCENT MANEJA CENTRAL LUZON STATE UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 SAHIBUDDIN SAIDURRAFFI SARAPUDDIN UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

2 SAIDAMEN SANIA IBRAHIM PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

3 SAJA REGIME LEE MALITOC DAVAO ORIENTAL STATE COLLEGE OF 
SCIENCE & TECHNOLOGY 

4 SAJORDA CHRISTIAN JACOB BUENO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

5 SAKAMOTO AKINA SALVADOR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 SAKIRAL ABDULMUJIB ABDILLA WESTERN MINDANAO STATE U-ZAMBOANGA 
CITY 

7 SALAHUDDIN ABDULGANI JUMAHARI SOUTHERN CITY COLLEGES 

8 SALALILA NAEDINE TORRES DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

9 SALAMANTE BILLIE IAN JR. BAUTISTA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

10 SALAMERO EUREKA JOY ZAPATA CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

11 SALANG AARON MICHAEL VILLEZA UNIVERSITY OF THE PHILIPPINES-DILIMAN 

12 SALAS DETHERLENE LOZADA UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

13 SALAS ROSE ANGEL GUMARU SAINT PAUL UNIVERSITY-TUGUEGARAO 

14 SALASAC KRYSZEL LYN DE VERA UNIVERSITY OF THE EAST-CALOOCAN 

15 SALAYO MARK CLINTON DEJELO NATIONAL UNIVERSITY-MANILA 

16 SALAZAR ERICA JOY SANDOVAL DIVINE WORD COLLEGE OF CALAPAN 

17 SALAZAR IVAN MAEN ABRAHAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

18 SALAZAR JEFFREY FERNANDEZ LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

19 SALAZAR JOHN KENNETH SANTOS UNIVERSITY OF SANTO TOMAS 

20 SALAZAR JOHN RANDEL PANTALEON UNIVERSITY OF THE EAST-CALOOCAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SALAZAR SHAINE ANGEL DELOS REYES MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

2 SALEM MICKAELA ANDREA DEVERAS NEW ERA UNIVERSITY 

3 SALEN MARY KRIS DALISAY POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

4 SALES ALMIRA IRIS SALVADOR FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

5 SALES GIRLIE REYES ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

6 SALES KYLE MARCUS LATADA DE LA SALLE UNIVERSITY-MANILA 

7 SALES LYSSA LOUVELLE SALES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 SALFAMONIS CELBERT KINGCO UNIVERSITY OF MANILA 

9 SALI KHALED ADJILANI UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

10 SALI MARLYN NASSER WESTERN MINDANAO STATE U-ZAMBOANGA 
CITY 

11 SALICOB DENZEL DUSTY OMENGAN INTERNATIONAL SCHOOL OF ASIA AND THE 
PACIFIC-TABUK BRANCH 

12 SALIGANAN JOHN ROBERT BAJA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

13 SALIK MUJAHID AMBOT COTABATO CITY STATE POLYTECHNIC 
COLLEGE 

14 SALINAS JESSETTE NANTES FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

15 SALO CHLOE PORTIA ZULUETA VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

16 SALON RACHEL MACALINTAL MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

17 SALONGA ALLYSA JANE MARTINEZ WESTMEAD INTERNATIONAL SCHOOL 

18 SALONGA JOMAR CARREON PAMANTASAN NG LUNGSOD NG VALENZUELA 

19 SALOPAGIO KARLA MARCA REMOTO UNIVERSITY OF RIZAL SYSTEM-MORONG 

20 SALUD JOHN ROBBIE BAGAWISAN ADAMSON UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : ST. JOSEPH'S COLLEGE 
Address : 295 E. RODRIGUEZ ST., BLVD., QUEZON CITY 


Building : A. W. ABEN 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor: 


Page 253 of 303 


2ND Room/Grp No. : 205 


Seat Last Name First Name Middle Name School Attended 
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1 SALUDES ARLENE AGDAN MARINDUQUE STATE COLLEGE-BOAC 

2 SALUDES PAUL ADRIAN BLAS UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

3 SALVA THEA CLARISE DELA CRUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 SALVACION JOHN ROMMEL GUTIERREZ JOHN PAUL COLLEGE 

5 SALVADOR BENJIE JR GORDO ADAMSON UNIVERSITY 

6 SALVADOR EDGARDO MUSTRALES UNIVERSITY OF THE EAST-CALOOCAN 

7 SALVADOR ELIJAH MAE BENDOY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 SALVADOR GENE GULAPA UNIVERSITY OF THE EAST-MANILA 

9 SALVADOR JAY CARLO RELUCIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 SALVADOR JOHN NICOLO VELASQUEZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 SALVADOR JOHN PAUL VIRTUDAZO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 SALVADOR KAREN MAE SUPNET MARIANO MARCOS STATE UNIVERSITY-BATAC 

13 SALVADOR LAWRENCE MANUEL ABLES CATANDUANES STATE UNIVERSITY VIRAC 

14 SALVADOR MENANDRO MIGUEL DEMAFELIS NATIONAL UNIVERSITY-MANILA 

15 SALVADOR RYAN ALPAD PALAWAN POLYTECHNIC COLLEGE, INC. 

16 SAMARITA PRINCESS ALLEN CADAG MARINDUQUE STATE COLLEGE-BOAC 

17 SAMILLANO RACHELLE ANTONIO JOHN PAUL COLLEGE 

18 SAMINISTRADO JHAMEL OGARES UNIVERSITY OF MANILA 

19 SAMMAIN TROY ZHARFRASKHAN CARANAY UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

20 SAMONTE JHEA LYN GALLANO LAGUNA STATE POLYTECHNIC UNIVERSITY- 


STA CRUZ (LSPC) former (LCAT) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 SAMSAMAN JENNAREN ORIONDO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

2 SAMSON BRIXTON THOMAS CRUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 SAMSON EMMAN NOEL BARLIS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 SAMSON KATLEEN JOYCE BADILLO DE LA SALLE UNIVERSITY-DASMARINAS 

5 SAMSON KEILA SUZAINE VICENTE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

6 SAMSON MAE GLENN ALICDAN PAMANTASAN NG LUNGSOD NG MAYNILA 

7 SAMSON RAFAEL ENRICO YUTATCO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

8 SAMUS ZAELIANE ALLAM TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 SAN ANDRES KATHLEEN LOURDES PANOPIO BATANGAS STATE UNIVERSITY-BATANGAS 
CITY (PBMIT) 

10 SAN ANDRES RHEA AFANTE UNIVERSITY OF SAINT ANTHONY 

11 SAN ANTONIO NIKOL CAYE DELA CRUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 SAN DIEGO RENZ CHRISTIAN ANICOCHE MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

13 SAN FRANCISCO LEAH NAZARREA CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

14 SAN GABRIEL APRIL ANN ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

15 SAN JOSE ALEXIS LINDAYEN NATIONAL UNIVERSITY-MANILA 

16 SAN JOSE EL SHAD BELGA PALAWAN STATE UNIVERSITY-P. PRINCESA 

17 SAN JOSE KAILA MARIE GUELA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 SAN JOSE MARIANE ANGELINE PAVILLON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 SAN JOSE MARK ANTHONY DIZON UNIVERSITY OF RIZAL SYSTEM-MORONG 

20 SAN JOSE MELANIE MICO FEU INSTITUTE OF TECHNOLOGY (for FEU- 


E.A.C.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SAN JOSE TRICIA STO. NINO UNIVERSITY OF MANILA 

2 SAN JUAN CARINA KAYE MINO UNIVERSITY OF SANTO TOMAS 

3 SAN JUAN JESSICA LAMSEN ADAMSON UNIVERSITY 

4 SAN JUAN JOHN JENZEN DELA TORRE UNIVERSITY OF RIZAL SYSTEM-MORONG 

5 SAN JUAN JOSEPH MATTHEW SANTOS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 SAN JUAN JUAN MICHAEL GUHIT UNIVERSITY OF RIZAL SYSTEM-MORONG 

7 SAN JUAN JUNEL FERNANDEZ UNIVERSITY OF RIZAL SYSTEM-MORONG 

8 SAN JUAN MARK NICHOL CERILLO CATANDUANES STATE UNIVERSITY VIRAC 

9 SAN MIGUEL ADRIAN EMBER AGUINALDO UNIVERSITY OF SANTO TOMAS 

10 SAN MIGUEL LOURAGENE MANUEL POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

11 SAN PEDRO ANA MARIE SAMAN UNIVERSITY OF BATANGAS 

12 SAN PEDRO VENICE MARIE URBANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 SANCHEZ ALLYSA MARIE POM UNIVERSITY OF THE EAST-MANILA 

14 SANCHEZ ANGELICA RATUNIL MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

15 SANCHEZ DJ JUSTIN PADERANGA LAGUNA COLLEGE 

16 SANCHEZ FRANCES NOREEN LOPEZ ALDERSGATE COLLEGE 

17 SANCHEZ HENRICH AMOR NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

18 SANCHEZ JOHN ADRIAN VELASCO DE LA SALLE UNIVERSITY-DASMARIÑAS 

19 SANCHEZ JOHN RENZ BACULI WESTMEAD INTERNATIONAL SCHOOL 

20 SANCHEZ JUSTINE MAE SANGUMAY EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 


SCIENCE & TECHNOLOGY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SANCHEZ KARL VINCE CARANDANG LAGUNA COLLEGE 

2 SANCHEZ KIEZEL DAMASO ALDERSGATE COLLEGE 

3 SANCHEZ LIWAY PALMISA UNIVERSITY OF MAKATI 

4 SANCHEZ LUISA MELAN CRUZ DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

5 SANCHO DEN NICOCHEN MATEO NEW ERA UNIVERSITY 

6 SANCHO DENI ZUCHIWEI MATEO NEW ERA UNIVERSITY 

7 SANDIGAN JAMES ERROL MEDEL TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 SANDIGAN RODNEY DIANO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-STA MARIA, BULACAN 

9 SANEJO FIDEL VINCENT LORICA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

10 SANGA SEAN LYNDON CELESTINO PAMANTASAN NG LUNGSOD NG MAYNILA 

11 SANGALANG ALJONN GERALDISO UNIVERSITY OF THE EAST-MANILA 

12 SANGALANG ARIZA MAE ALMARIO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

13 SANGALANG BIANCA ISABELLE UNICO DE LA SALLE UNIVERSITY-DASMARINAS 

14 SANGALANG JOCEL TAGULABONG BATANGAS STATE UNIVERSITY - ALANGILAN 

15 SANGALANG SHAINA MATUTINA DE LA SALLE UNIVERSITY-MANILA 

16 SANGCOPAN SAADANI ABUBACAR COLUMBAN COLLEGE-OLONGAPO CITY 

17 SANGLAY MARICHU LIPATA QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

18 SANIDAD CHRISTIAN JOSHUA OGOC UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

19 SANIEL CAMILLE LANTANO NATIONAL UNIVERSITY-MANILA 

20 SANOSA JASON CHRISTOPHER RIBAYA AQUINAS UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SANOSA JOYCE BUENA CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

2 SANSARONA MUHAMMAD NASSIF DIDATO SAINT PETER'S COLLEGE-ILIGAN CITY 

3 SANSON MOHADIR BINGHOT UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

4 SANTELICES ALFONSO JUAN JR SOLERO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

5 SANTELICES RENZO JUNICO FLORES ADAMSON UNIVERSITY 

6 SANTIAGO AMELIA MARIE LAGMAN GUAGUA NATIONAL COLLEGES 

7 SANTIAGO CHRISTIAN GAILE YUSI TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 SANTIAGO CLARICE DIANE FAUSTINO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 SANTIAGO EUEL RAMOS ISABELA STATE UNIVERSITY-ILAGAN 

10 SANTIAGO GIAN KENNETTE HERNANDEZ UNIVERSITY OF THE EAST-MANILA 

11 SANTIAGO IVAN LESTER MUNSAYAC NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

12 SANTIAGO JELYN DELA CRUZ BALIUAG UNIVERSITY (BALIUAG COLLEGES) 

13 SANTIAGO JHON MART ESGUERRA NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

14 SANTIAGO JOBELLE DULDULAO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

15 SANTIAGO JOHN ARVIN CASTOR FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

16 SANTIAGO JOLLIAN MARIE DE SILVA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-STA MARIA, BULACAN 

17 SANTIAGO JONATHAN DE VERA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-STA MARIA, BULACAN 

18 SANTIAGO MARY NEIL AUSTRIA UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

19 SANTIAGO NIKKI LORENZO CHUA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

20 SANTIAGO PAUL MIGUEL DELOS REYES NUEVA ECIJA UNIVERSITY OF SCIENCE & 


TECHNOLOGY-CABANATUAN) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SANTIAGO REGEENA ESTRECHO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

2 SANTIANEZ CIARALIN APUYAN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

3 SANTILLAN OMAR RABANIS TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

4 SANTILLANA ACE CHEN GACU TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

5 SANTOS ADRIAN BONAVENTE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

6 SANTOS ADRIAN TANIEGRA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 SANTOS APRIL LYN CUÑADO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

8 SANTOS BRYAN ANGELO DOMINGO PAMANTASAN NG LUNGSOD NG MAYNILA 

9 SANTOS BUINAR SANTOS FAR EASTERN UNIVERSITY-MANILA 

10 SANTOS BYANILU RIGINE RIVERA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

11 SANTOS CATHERINE NAPA PAMANTASAN NG LUNGSOD NG MAYNILA 

12 SANTOS CATHIRINE BARREDO MANUEL L. QUEZON UNIVERSITY 

13 SANTOS CHARLES BRYAN TUMLOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 SANTOS CHARMAINE ALMOQUERA PAMANTASAN NG LUNGSOD NG MAYNILA 

15 SANTOS CHRISTINE ANN LOUISE = MARCOS CENTRAL COLLEGES OF THE PHILIPPINES 

16 SANTOS CLARK ELDRICH BURTON CENTRAL COLLEGES OF THE PHILIPPINES 

17 SANTOS DAVID ERICH SEBASTIAN UNIVERSITY OF THE EAST-CALOOCAN 

18 SANTOS DENVER JASPER SACDALAN BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

19 SANTOS ELLISA MARIANNE PEREZ UNIVERSITY OF RIZAL SYSTEM-MORONG 

20 SANTOS ERNESTO JR CLARIN CENTRAL COLLEGES OF THE PHILIPPINES 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SANTOS FATIMA FAITH SUAREZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 SANTOS FERMIN GUEVARRA DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

3 SANTOS FRANZ LEUTER REYES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 SANTOS GENERALDO GENARO TOLENTINO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

5 SANTOS IVANA JANINA BALATICO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 SANTOS JAN CHRISTER MACABENTA ADAMSON UNIVERSITY 

7 SANTOS JAYMARK SY CAMARINES NORTE STATE COLLEGE-DAET 

8 SANTOS JAYVEE GLEAN RIZAL TECHNOLOGICAL UNIVERSITY 

9 SANTOS JELLICA AINE FUENTES DE LA SALLE UNIVERSITY-MANILA 

10 SANTOS JENNY MATIC BATAAN HEROES MEMORIAL COLLEGE 

11 SANTOS JOHN KENNETH YOUNG SAINT LOUIS UNIVERSITY 

12 SANTOS JOHN MICHAEL LUCAS UNIVERSITY OF LA SALETTE-SANTIAGO 

13 SANTOS JUSTEN KIER LOPEZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

14 SANTOS JUSTINE LEOTAR ABELLO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 SANTOS KARLO VIEL AQUINO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 SANTOS KEENA DYAN IGNACIO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

17 SANTOS KENNETH JUNIO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

18 SANTOS KHATE MENDOZA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

19 SANTOS KYLE REYES COLEGIO DE SAN JUAN DE LETRAN- 
INTRAMUROS 

20 SANTOS LANCE AARON GALO ARAULLO UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SANTOS LINDSAY NISPEROS SAINT LOUIS COLLEGE OF SAN FERNANDO 

2 SANTOS MARCUS TIMMOTHY BOLIMA PAMANTASAN NG LUNGSOD NG VALENZUELA 

OLIVIER 

3 SANTOS MARIA LOURDES NICOLE LERIO RIZAL TECHNOLOGICAL UNIVERSITY 

4 SANTOS MARK JOSEPH TANGONAN LYCEUM OF THE PHILIPPINES - CAVITE 

5 SANTOS MARK VINCENT MORA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

6 SANTOS MELROSE SALIK MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 SANTOS NERISSA MANUEL BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

8 SANTOS NICHOLE DENISSE ROBERTO NATIONAL UNIVERSITY-MANILA 

9 SANTOS PATRICIA MAE DOMINGO NATIONAL UNIVERSITY-MANILA 

10 SANTOS PATRICIA MAE MUJERES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 SANTOS RONEIL CAMBA NATIONAL UNIVERSITY-MANILA 

12 SANTOS SILVERIO ESPIRITU MANUEL L. QUEZON UNIVERSITY 

13 SANTOS TRACY ALDWIN CRUZ CENTRAL COLLEGES OF THE PHILIPPINES 

14 SANTOS TRICIA ANN VARGAS LYCEUM OF THE PHILIPPINES - CAVITE 

15 SANTOS XRIZ ANDAYA LYCEUM OF THE PHILIPPINES - CAVITE 

16 SANTOS YSSABELLE ALYSON JACINTO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 SANTOS YVETTE MONINA AGRIPINA TUNGPALAN MARIANO MARCOS STATE UNIVERSITY-BATAC 

18 SANVICTORES KEN JUN MORENO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 SAPAD JOSEPH CARLOS DE GUZMAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 SAPICO MA. RUBY EVANGELISTA CATANDUANES STATE UNIVERSITY VIRAC 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 SAPILAN MICHAEL STEPHEN BERMUDEZ UNIVERSITY OF MANILA 

2 SAPORNA RITZEL SAMARITA MARINDUQUE STATE COLLEGE-BOAC 

3 SAPUNGAN JERRYFINE MARTIN FEU ROOSEVELT CAINTA (FOR ROOSEVELT 
COLL.-CAINTA) 

4 SAQUIN ESPERIDION GALACIO EASTERN VISAYAS STATE UNIV. (FOR. L.I.T.)- 
ORMOC CAMPUS 

5 SARA MARY ROSE LASCANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 SARADI ALKHAF AKDAM UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

7 SARAJAN MIDZFAR JUL-AMBRI UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

8 SARANTOS ARIES DACULAN UNIVERSITY OF THE CORDILLERAS (for.BAGUIO 
C.F.) 

9 SARAZA MARK JOSEPH ANDRES TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

10 SARBODA SHIELA MAE MENDOZA RIZAL TECHNOLOGICAL UNIVERSITY 

11 SARDILLO ALEXIS JEROME DIONISIO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

12 SARIAN MICHELLE ABERILLA MARIANO MARCOS STATE UNIVERSITY-BATAC 

13 SARIBA JOAHNA MAY BAILE UNIVERSITY OF NUEVA CACERES 

14 SARIGUMBA ELJAY POQUIZ VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

15 SARIP ANSARY MABA SAINT PETER'S COLLEGE-ILIGAN CITY 

16 SARMIENTO DARWIN MAER PANGASINAN STATE UNIVERSITY-URDANETA 

17 SARMIENTO JOHN VENEDICK CAPISTRANO UNIVERSITY OF RIZAL SYSTEM-MORONG 

18 SARMIENTO REIANA DENNISE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

19 SARMIENTO TIFFANY MAE LEGASPI LYCEUM NORTHWESTERN UNIVERSITY- 
DAGUPAN CITY 

20 SARZA JOHN VICO CARDONA RIZAL TECHNOLOGICAL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SASA HANNAH MAE QUILAR RIZAL TECHNOLOGICAL UNIVERSITY 

2 SATO SHOMI PALMA ADAMSON UNIVERSITY 

3 SATURIO ROYCELYN JOYCE PEREZ UNIVERSITY OF LA SALETTE-SANTIAGO 

4 SAURE JOSE RAPHAEL SALCEDO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

5 SAYAS MAICA LEYESA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

6 SAYAWAN ALTHEA CZARINA ESGUERRA UNIVERSITY OF THE PHILIPPINES-DILIMAN 

7 SAYDE JOANE BALITE DE LA SALLE UNIVERSITY-DASMARINAS 

8 SAYO SOFIA SANTOS PAMANTASAN NG LUNGSOD NG MAYNILA 

9 SAYRITAN JOZELLE MILLARES TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

10 SAYRITAN KENNETH FELICIDARIO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

11 SAZON PAULO DOMINIC IBITA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 SEALQUIL ALBERT VINCENT CARANGUIAN UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

13 SEBASTIAN ALLYZSA VIENNE DEGAMO NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

14 SEBASTIAN ARVIN SAGUN NATIONAL UNIVERSITY-MANILA 

15 SEBASTIAN BRIX AGUILAR BALIUAG UNIVERSITY (BALIUAG COLLEGES) 

16 SEBASTIAN CRIZELLE JOYCE CENTENO UNIVERSITY OF SANTO TOMAS 

17 SEBASTIAN MARITES ROSALES MANUEL L. QUEZON UNIVERSITY 

18 SEBELLO STEPHEN KING MERCADO UNIVERSITY OF NUEVA CACERES 

19 SEBOLINO JOHN PAUL MENDOZA WESTMEAD INTERNATIONAL SCHOOL 

20 SECO ALDEN JR TAPAN UNIVERSITY OF THE EAST-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SECORMAYLE DEA LYRE SESTINA SAINT ANTHONY'S COLLEGE-ANTIQUE 

2 SECRETARIO MARK JAMES BELMONTE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

3 SECULLES FERDINAND LOZANO QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

4 SEDABA MAE JOY URBIEN EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

5 SEGARRA LLOYD THEODORE CAPARROS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

6 SEGURA ALDREN EBASITAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 SELDA CLARISH JOY AGUSTINO DIVINE WORD COLLEGE OF CALAPAN 

8 SELGAS SWEETSELL VEGA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

9 SELIBIO REXOJOEROM MIANO PAMANTASAN NG LUNGSOD NG VALENZUELA 

10 SEMBRANO DEXTER VILLANO UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

11 SEMBRERO REMAR CADION TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 SENA JOSEPH KENT LIBO-ON TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

13 SENA ZARAH DELA CRUZ BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

14 SENERIS JERSEN ROY YANG MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 SENIDO MARLON JR TAPULAO ARAULLO UNIVERSITY 

16 SEPTO ABEGAIL MAE LAYDEROS DIVINE WORD COLLEGE OF LEGAZPI 

17 SERAD AYZA ZUHRANIE USMAN PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

18 SERAFICA CARMINA VINLUAN NEW ERA UNIVERSITY 

19 SERATO RICA DELMONTE RIZAL TECHNOLOGICAL UNIVERSITY 

20 SERATORRE JONALYN DIAZ TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 
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prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SERDENA TRESSIA MAE REMEGIO MARINDUQUE STATE COLLEGE-BOAC 

2 SERNA EARL TRISTAN MIRANDA ADAMSON UNIVERSITY 

3 SERON SHAIRA LEGASPI TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

4 SERRANO BRYAN RILLERA HOLY ANGEL UNIVERSITY 

5 SERRANO CHARLIE VILLANUEVA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

6 SERRANO CHIER ANN COTACO BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

7 SERRANO MEAGAN ERA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 SERVANDA CLARIZZA AMISTAD PAMANTASAN NG LUNGSOD NG MAYNILA 

9 SERVANDO MANUEL LEINARD PABUSTAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 SESCAR CZARINA MAINE ROLLON ADAMSON UNIVERSITY 

11 SESCAR JAYMAN PAREJA UNIVERSITY OF SANTO TOMAS 

12 SESE KRISTIAN VEGA HOLY ANGEL UNIVERSITY 

13 SESE RAY LUDWIG ABALOS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

14 SESMA LHESLIE LASALITA CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

15 SETON DIANA ROSE AGUILAR UNIVERSITY OF NUEVA CACERES 

16 SEVA JOANNA ROSE SANTIAGO CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

17 SEVERINO JOHN TERENCE GUNDAYAO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 SEVERINO MICA GARCIA BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

19 SEVILLA ARVIN MERJUDIO UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

20 SEVILLA ISRAEL JESHURUN AGUIRRE UNIVERSITY OF THE EAST-CALOOCAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SEVILLA MA. EULA ANGEL GUILARAN CENTRAL COLLEGES OF THE PHILIPPINES 

2 SEVILLA SHAIRA MAE LYCEUM OF THE PHILIPPINES - CAVITE 

3 SEVILLO HAIRAH JEM UNIVERSITY OF NEGROS OCCIDENTAL- 
RECOLETOS 

4 SIA ACE FORTUNE DELA CRUZ DE LA SALLE UNIVERSITY-MANILA 

5 SIAPCO ELAINE RAMOS PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

6 SIAZON SAMANTHA BAGAOISAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 SIBAYAN AYLLINEA FRANCE GUTIERREZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

8 SIBUG PAMELA RUTH DELA CRUZ NATIONAL UNIVERSITY-MANILA 

9 SICABALO JHON CARLO STA CRUZ PAMANTASAN NG LUNGSOD NG VALENZUELA 

10 SICAT CLARK CEDRICK BOTIQUIN TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

11 SICAT DANIEL MICHAEL LAT MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 SICCION RENZO CALUMA FEATI UNIVERSITY 

13 SIDAMON MARK GIL HERMOSA PHILIPPINE CENTRAL ISLANDS COLLEGE 

14 SIEGA EVANDER LOUIS DALDE CENTRAL LUZON STATE UNIVERSITY 

15 SIERVO MARK LASCANO UNIVERSITY OF MAKATI 

16 SIGNO VINCENT NATHANIEL ESTRELLA BALIUAG UNIVERSITY (BALIUAG COLLEGES) 

17 SIGUE FERDINAND HILTON MARAMOT MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 SILLA TRICIA ANNE ODEJAR LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

19 SILVERIO LEODELL JAMES AGBADA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

20 SILVESTRE JR. RUDY AGUJA EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 


SCIENCE & TECHNOLOGY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SILVESTRE CHRISTIAN STEVEN SAN JOSE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 SILVESTRE REYNALDO JR GUESE PAMANTASAN NG LUNGSOD NG VALENZUELA 

3 SIMANGAN EARL PATRICK APOLONIO ISABELA STATE UNIVERSITY-ECHAGUE 

4 SIMBA JUSTINE LABRADOR ATENEO DE NAGA UNIVERSITY 

5 SIMBULAN STEPHANIE MAE DANSALAN CENTRAL LUZON STATE UNIVERSITY 

6 SIMOLATA NATHANIEL RENCH NAGTALON NORTHWESTERN UNIVERSITY 

7 SIMON JANELLE FULLO LAGUNA COLLEGE 

8 SIMON JASON SINOSA LYCEUM OF THE PHILIPPINES - CAVITE 

9 SIMON MARIANAH FRANCESCA DE LA SALLE UNIVERSITY-DASMARINAS 

10 SIMON MARIZEN GIMENA NEW ERA UNIVERSITY 

11 SIMON MARTINA BUSICO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

12 SINDAYEN DICKSON CHRISTOPHER ABUSTAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 SINFUEGO JAYVEE ALLEN ANCHETA DIVINE WORD COLLEGE OF LAOAG 

14 SING MIKA VERNADETH LIANZA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

15 SINGLIAN DEEN JEY SABTULA UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

16 SINIGAYAN ROSE ANNE OLMO BATAAN PENINSULA STATE UNIVERSITY-MAIN 


CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 


17 SINOGBA MAY ANN PALMA UNIVERSITY OF NUEVA CACERES 

18 SINSOA PAUL VINCENT LAQUI MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

19 SIO WELSON TO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

20 SISCAR WHELLA MAE OBLEA ADAMSON UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Address : 295 E. RODRIGUEZ ST., BLVD., QUEZON CITY 


Building : C. TUMMERS 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 1ST 


Room/Grp No. : 102 


Seat Last Name First Name Middle Name School Attended 

No. 

1 SISMUNDO ARVIE DOMINIQUE BALANCIO SAINT LOUIS COLLEGE OF SAN FERNANDO 

2 SISON BRENDA MERCADO UNIVERSITY OF BATANGAS 

3 SISON CHLEN PIPO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

4 SISON CHRISTIAN LUIGI DOMANAIS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

5 SISON ERIC JOSEPH MORENO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 SISON JOHN MATTHEW DELA CRUZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 SISON NOEL ANDREI GONZALES EMILIO AGUINALDO COLLEGE-DASMARINAS 

8 SISON PATRISIA ANGELA NONATO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

9 SISON RICA JEANNE MALICDEM UNIVERSITY OF LUZON (LUZON COLL.) 

10 SISTOZA JANELLE AIRA TINAZA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

11 SOBERANO MICHAEL GERALD CORTEZA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 SOBRECAREY KYLE PALMOS ADAMSON UNIVERSITY 

13 SOCO ALJOHN LUNARIO DIVINE WORD COLLEGE OF CALAPAN 

14 SOLANO ANNE SHERLY TOLEDO BATANGAS STATE UNIVERSITY - ALANGILAN 

15 SOLAYAO ELA JOY ALIMAN UNIVERSITY OF THE VISAYAS-CEBU CITY 

16 SOLDEVILLA LEO MARRE SADICON TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

17 SOLER RAMON III ALMONTE LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

18 SOLERO MAUREEN CHESKA CAGANDE UNIVERSITY OF SOUTHERN PHILIPPINES 

19 SOLIDUM JAZMIN TORNO DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

20 SOLILAPSI KAREN JOANNA GRANADA UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SOLIS ANNETTE MAE CALUZA SAINT LOUIS COLLEGE OF SAN FERNANDO 

2 SOLIS JENNIFER CATE NAGA COLLEGE FOUNDATION 

3 SOLIS KAYLA GARCIA UNIVERSITY OF THE PHILIPPINES-DILIMAN 

4 SOLIS REYMART JACINTO UNIVERSITY OF THE EAST-MANILA 

5 SOLIS RONNEL JOHN FRIAS DE LA SALLE UNIVERSITY-DASMARINAS 

6 SOLITO RAYNE RUSSEL DOMINGO UNIVERSITY OF SANTO TOMAS 

7 SOLIVAR EUGENE REYES UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

8 SOLIVEN LOVELY ESTORES FAR EASTERN UNIVERSITY-MANILA 

9 SOLIVEN MARIS IMPERIAL NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

10 SOLLER JESSER RAMSES APIL CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

11 SOLMERANO MEREDJANE TALAN CATANDUANES STATE UNIVERSITY VIRAC 

12 SOLOMON JELCY IRA FALLARCUNA NEW ERA UNIVERSITY 

13 SOLOMON MIKEE CAPARAS MARINDUQUE STATE COLLEGE-BOAC 

14 SOLOMON MIKEE MARLENE SALMONE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 SOLONIA JOCELYN CASANOVA WESTMEAD INTERNATIONAL SCHOOL 

16 SOLVER JOHN PATRICK ABOLIDOR MANUEL L. QUEZON UNIVERSITY 

17 SOMBILLO ROLAND GERARD TAVARRO UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

18 SOMERA ALLEN EMERSON PAGSANJAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 SOMERA JAN MICHAEL BORCENA SAINT MARY'S UNIVERSITY 

20 SOMERA LARA YSABELE BOSE SAINT LOUIS UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 SOMIDO LILI DANNA JEAN AQUINO CATANDUANES STATE UNIVERSITY VIRAC 

2 SORA GLENN CLYDE JOHNSON NAÑEZ POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

3 SORIANO ALLAN JOSHUA PINEDA ANGELES UNIVERSITY FOUNDATION 

4 SORIANO CATHYRINE CALSIS FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

5 SORIANO DECZEREE AGUILAR MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

6 SORIANO DEEJAY CABELA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

7 SORIANO EVERLEE LAUREN BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

8 SORIANO JEN MARCIEL DELITO UNIVERSITY OF BATANGAS 

9 SORIANO KAREN GAY GUILLERMO SAINT MARY'S UNIVERSITY 

10 SORIANO KATHLEEN GALIZA MARIANO MARCOS STATE UNIVERSITY-BATAC 

11 SORIANO MARIA THERESA SENSENG SAINT MARY'S UNIVERSITY 

12 SORIANO MARK CHRISTIAN IDOS EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

13 SORIANO RHENZ CHRISTIAN CASTRO RIZAL TECHNOLOGICAL UNIVERSITY 

14 SORIANO WILLIARD ANGELO VILLAR UNIVERSITY OF THE EAST-CALOOCAN 

15 SORIAO KING ANTHONY CHAVEZ CATANDUANES STATE UNIVERSITY VIRAC 

16 SORIAO REGGIE RYAN TEVES RIZAL TECHNOLOGICAL UNIVERSITY 

17 SORNO DANIELLA VALERIE SEMILLA MARINDUQUE STATE COLLEGE-BOAC 

18 SORRETA MALCOLM MATIENZO CATANDUANES STATE UNIVERSITY VIRAC 

19 SOTELO ALLANDALE PALALON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 SOTELO PAULO FERRER UNIVERSITY OF LUZON (LUZON COLL.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 SOTINGCO KARL MATTHEW SIA DE LA SALLE UNIVERSITY-MANILA 

2 SOTOZA KERRVINJAY CONDES UNIVERSITY OF THE EAST-CALOOCAN 

3 SOTTO AMFERNE! PASCUAL ARAULLO UNIVERSITY 

4 SOTTO JOHN PAOLO FERNANDEZ MARINDUQUE STATE COLLEGE-BOAC 

5 SOTTO MARIA CORAZON MALLARI GUAGUA NATIONAL COLLEGES 

6 SOZA ELMER JR DELA CRUZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

7 STA MARIA LESLIE NOAH PORCADILLA LYCEUM OF THE PHILIPPINES - CAVITE 

8 STA. ANA JOHANN DANIEL TUESCA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 STA. ANA JOHN PAULO ROXAS CENTRAL COLLEGES OF THE PHILIPPINES 

10 STA. ANA MIKEE GARBO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 STA. BARBARA ADREANNE LHANS MERIÑO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

12 STA. CRUZ ELDRICK JUSTINE MAGBITANG UNIVERSITY OF THE EAST-CALOOCAN 

13 STA. MARIA MARC LOUISE MALIG NEW ERA UNIVERSITY 

14 STO. DOMINGO MIKAELA ALMIRA SANTIAGO UNIVERSITY OF SANTO TOMAS 

15 STO. TOMAS EZEKIEL GRINDULO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

16 STO. TOMAS JOSEPH ANDREI FELIX UNIVERSITY OF THE EAST-MANILA 

17 SUAREZ ELLA MAE TOMAGAN CATANDUANES STATE UNIVERSITY VIRAC 

18 SUAREZ ROBERT GABRIEL ALCAUSIN UNIVERSITY OF SANTO TOMAS 

19 SUBILLAGA ANGELI ZAMORA UNIVERSITY OF ANTIQUE-SIBALOM 

20 SUBOSA STEPHEN VERSOZA TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 SUCALDITO EUGENE VINCENT SY FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

2 SUCGANG SYMON BENEDICT MOYA UNIVERSITY OF MAKATI 

3 SUDARIO WILBERT SERAFICO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 SUFRIR ROD ADRIAN BAUTISTA RIZAL TECHNOLOGICAL UNIVERSITY 

5 SUING CLEOFE DIAZ DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

6 SULIT KURT VINCENT CUASAY PAMANTASAN NG LUNGSOD NG MAYNILA 

7 SULIT MARK CHRISTIAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 SULLANO MARK JOHN ARIZALA UNIVERSAL COLLEGES OF PARANAQUE 

9 SULLER BRYAN JOSEPH NATIONAL UNIVERSITY-MANILA 

10 SULLIVAN NATHANIEL BETHEL JAMES CRUZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 SULTAN JAMIL MANGONDATO LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

12 SUMABAT MARIA ELIZABETH TALBO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 SUMAGIT CHRISTIAN JAMES TAAL UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

14 SUMAGUIO JOHN SPENCER SANCHEZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

15 SUMALBAG NOVERT LAPUZ QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

16 SUMALDE JONY SONEJA BICOL UNIVERSITY-LEGAZPI 

17 SUMALDE NORVIN JOHN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

18 SUMALINOG AMAESIE CARANDANG UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

19 SUMANGIL RAM CHRISTIAN PATANAO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

20 SUMILANG JOSHUA VALIX UNIVERSITY OF SANTO TOMAS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 SUMORTIN JERA VILLALOBOS PAMANTASAN NG LUNGSOD NG MAYNILA 

2 SUNGA ALFONSO ADRIAN LAURENTE BALIUAG UNIVERSITY (BALIUAG COLLEGES) 

3 SUNGA DENNIEL DRAMAYO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 SUNGA JEROME PINLAC DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

5 SUNGA SEAN ARNICA BUNAG MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 SUNIEGA DEINEL JAVEN ABANES SAINT MARY'S UNIVERSITY 

7 SUPERAL MA PAULINA ZAIZAH SUARNABA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

8 SUPNET CYBER ALZATE FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

9 SURIAGA CHARITO LIBRADA UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

10 SURIO MARK JERICHO REYNOSO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

11 SURUIZ JANINE AZINETH GONO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 SUSVILLA NIEUVIE JANE PULINDAY EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

13 SUVA JESUS CHRISTIAN NAZARETH NATIONAL UNIVERSITY-MANILA 

14 SUYO ALMIRA ABUAN RIZAL TECHNOLOGICAL UNIVERSITY 

15 SUYO APOLONIO DOCENA EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

16 SY ARIES JR SACRO UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

17 SY CHARLES JANZEN CHAN DE LA SALLE UNIVERSITY-MANILA 

18 SY JOY ANNE ABAYA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 SY STEFFANIE PARAS UNIVERSITY OF THE PHILIPPINES-DILIMAN 

20 SYCAYCO JULEANNE BACLIG TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 TABAFUNDA DAN JOSHUA ADENA PAMANTASAN NG LUNGSOD NG MAYNILA 

2 TABAG RON LUIS BALUGA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

3 TABAO RAMADHAN RAMOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 TABAT EDZEL NICOLE VASQUEZ WESTERN INSTITUTE OF TECHNOLOGY 

5 TABBU DARREN JOY GALLIBU CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

6 TABELIN JAKE FAVIA NEW ERA UNIVERSITY 

7 TABERNA BEA BINUYA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

8 TABIFRANCA CRISTIAN RAY BELLEZO MANUEL L. QUEZON UNIVERSITY 

9 TABIGNE JOHN RENZ DURAL LYCEUM OF THE PHILIPPINES - CAVITE 

10 TABION KASSANDRA DEPAZ UNIVERSITY OF BATANGAS 

11 TABLEGA JOHN ERVING JAZON UNIVERSITY OF THE EAST-MANILA 

12 TABUAC JERALYN FODULLA ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

13 TABUCOL BRYAN ADRIAN CAMACHO CENTRAL COLLEGES OF THE PHILIPPINES 

14 TABUJARA ANGELICA DE GUZMAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 TABULA DELIA TUBERA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

16 TABURNAL JESSECA GUANZON CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

17 TABUZO JAN LESLIE VALMORES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 TABUZO JOHN JAKE VELEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

19 TACADENA JEZZA MAE TINAZA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

20 TACTAY PAUL ORVEN DUMBRIQUE FEU INSTITUTE OF TECHNOLOGY (for FEU- 


E.A.C.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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1 TACUBAN JOHN MICHAEL ASIA PACIFIC COLLEGE OF ADVANCED 
STUDIES 

2 TACUD JOHN PAULO DOMINGO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

3 TADIA JANE ANGELIQUE FRAN ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

4 TAEZA CHESTER JOLES DUMLAO ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

5 TAGALA GILBERT MADRIAGA MARIANO MARCOS STATE UNIVERSITY-BATAC 

6 TAGAOTAO MARIJOY BUSAL CENTRAL COLLEGES OF THE PHILIPPINES 

7 TAGLE RENJAMIN CAYABYAB MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 TAGLE ROWEN JOY FESARIT ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

9 TAGORDA CRYSTLE JANE TABANGCURA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

10 TAGUBA CHRYSTAL DELA CRUZ RIZAL TECHNOLOGICAL UNIVERSITY 

11 TAGUBA PATRISHA MAE BAÑARIA SAINT PAUL UNIVERSITY-TUGUEGARAO 

12 TAGUININ DANIEL VILLAJUAN ARAULLO UNIVERSITY 

13 TAGUINOD ARNOLD JR BACO CENTRAL COLLEGES OF THE PHILIPPINES 

14 TAHA RIDZQAN MUSTAPA PALAWAN STATE UNIVERSITY-P. PRINCESA 

15 TAHUD JOSSIE MAE LLAUDER UNIVERSITY OF SCIENCE & TECH. OF 
SOUTHERN PHILS-CDO(FOR MUST CDO) 

16 TAJAN RAFAEL AMBET PACHECO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 TAJAN RAFAEL AMBET PACHECO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 TAKEHANA SAYAKA CUEVA ADAMSON UNIVERSITY 

19 TALAM ANDREA AMOYO UNIVERSITY OF BATANGAS 

20 TALAN BRYON RUSSELL FAJARDO TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : ST. JOSEPH'S COLLEGE 
Address : 295 E. RODRIGUEZ ST., BLVD., QUEZON CITY 


Building : C. TUMMERS 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 2ND 


Room/Grp No. : 206 


Seat Last Name First Name Middle Name School Attended 

No. 

1 TALAN DAHN ERYCK GRANADO CATANDUANES STATE UNIVERSITY VIRAC 

2 TALANA PAUL JASPHER RAFANAN UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

3 TALANAY MARVIN COMPETENTE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

4 TALARO CARLO GRANADA CATANDUANES STATE UNIVERSITY VIRAC 

5 TALATTAD MARISOL PUDDAO BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

6 TALDE XERINA PAULA RIVO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

7 TALINGDAN MA. FATIMA PURISIMA SAINT LOUIS UNIVERSITY 

8 TALOSIG CEZANNE MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 TALOZA JAREK REY GAZO UNIVERSITY OF THE EAST-CALOOCAN 

10 TAMAYAO CHRISTIAN DALIJA DIVINE WORD COLLEGE OF LAOAG 

11 TAMAYO LORR VINCENT LINAZA NEW ERA UNIVERSITY 

12 TAMAYO MARJORIE PANGANONONG NEW ERA UNIVERSITY 

13 TAMAYO ROLAND IAN LORO PAMANTASAN NG LUNGSOD NG MAYNILA 

14 TAMBA LEOMIL SURIAGA UNIVERSITY OF ANTIQUE-SIBALOM 

15 TAMBIS SHAIRA MONICAR MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

16 TAN MANGUERRA KIM SAI YAP MAYOR MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

17 TAN BON JUVAN FRANCISCO MISAMIS UNIVERSITY-OZAMIS CITY 

18 TAN CLARICE CONWI DE LA SALLE UNIVERSITY-MANILA 

19 TAN DEBIR TAMPARIA RIZAL TECHNOLOGICAL UNIVERSITY 

20 TAN FRANCISCO STEPHEN UY UNIVERSITY OF EASTERN PHILIPPINES- 


LAOANG CAMPUS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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MANILA 


CIVIL ENGINEER 
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Building : C. TUMMERS Floor : 2ND Room/Grp No. : 207 

Seat Last Name First Name Middle Name School Attended 

No. 

1 TAN HENRICK WAYNE OCAMPO UNIVERSITY OF THE PHILIPPINES-DILIMAN 

2 TAN JACOB TIMOTHY co DE LA SALLE UNIVERSITY-MANILA 

3 TAN JEFF ANDERSON SIY DE LA SALLE UNIVERSITY-MANILA 

4 TAN LYRA MAE LIM ANDRES BONIFACIO COLLEGE 

5 TAN MA NAIOMI UNICE SOLON UNIVERSITY OF PERPETUAL HELP SYSTEM- 
GMA 

6 TAN MA. GEM ROXXETTE MOLINA MAPUA UNIVERSITY (FOR M.l.T.) - MANILA 

7 TAN MARK CEAZAR EDADES UNIVERSITY OF THE EAST-CALOOCAN 

8 TAN ROBIN KRISTOFFER MONILLA UNIVERSITY OF NUEVA CACERES 

9 TAN RON CARLOS GRANADA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 TAN STEPHANIE ANN FRANCO NEW ERA UNIVERSITY 

11 TAN TRISHA CLARICE LEE DE LA SALLE UNIVERSITY-MANILA 

12 TANAEL JHAN CRIS SOLANCHO RIZAL TECHNOLOGICAL UNIVERSITY 

13 TANDEG GLENN MARK CENTRAL COLLEGES OF THE PHILIPPINES 

14 TAÑEDO NATHANIEL BERNARDO ARAULLO UNIVERSITY 

15 TAÑEDO RANCE MURVYN OLIVERA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

16 TANEGA ROWELL DOMINIC FERNANDEZ FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

17 TAÑEZA JOHN ANTHONY OGARTE PAMANTASAN NG LUNGSOD NG VALENZUELA 

18 TANGLAO JET REUBEN BALAJADIA HOLY ANGEL UNIVERSITY 

19 TANGSON JOHN BRIAN VENTURA AURORA STATE COLLEGE OF TECHNOLOGY 

20 TANIEGRA EZRA FATIMA VICTORIANO ADAMSON UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Room/Grp No. : 205 


Seat Last Name First Name Middle Name School Attended 

No. 

1 TANIZA TRISHA ANNE PENA CENTRAL LUZON STATE UNIVERSITY 

2 TANO KIMBERLY ANN CABRERA LAGUNA COLLEGE 

3 TANO MARIE FE TANAEL CATANDUANES STATE UNIVERSITY VIRAC 

4 TANTAY MICHAEL JOE MATABANG VIRGEN MILAGROSA UNIVERSITY FOUNDATION 

5 TANYAG ARVIEL SULIT BATANGAS STATE UNIVERSITY - ALANGILAN 

6 TAOPA DANBERT KIMNO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

7 TAOTAO JENIVIE VENADOR PALAWAN POLYTECHNIC COLLEGE, INC. 

8 TAPALLA NEIL BERNARD BELLOS TAGUIG CITY UNIVERSITY 

9 TAPANG MARIELLE JANE BENEDICTO ARAULLO UNIVERSITY 

10 TAPANGCO MARION HANNAH HEÑORGA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

11 TAPAR REYMAR TABLIZO AURORA STATE COLLEGE OF TECHNOLOGY 

12 TAPIA JOHN RAMIL TABILOG CATANDUANES STATE UNIVERSITY VIRAC 

13 TAPIA KAYCEELYN MASAGCA CATANDUANES STATE UNIVERSITY VIRAC 

14 TAPIA MARIELLE PAJENAGO CATANDUANES STATE UNIVERSITY VIRAC 

15 TAPIADOR VANESSA ZACARIAS RIZAL TECHNOLOGICAL UNIVERSITY 

16 TAPIT LIEZEL TARNATE CATANDUANES STATE UNIVERSITY VIRAC 

17 TAROY DEREK REBLANDO CATANDUANES STATE UNIVERSITY VIRAC 

18 TARUC JERI CASALINDE RAGOJOS NATIONAL UNIVERSITY-MANILA 

19 TATAD ANGELOU MONTALES CATANDUANES STATE UNIVERSITY VIRAC 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : ARELLANO UNIVERSITY 
Address : 2600 LEGARDA ST., SAMPALOC, MANILA 


Building : PLARIDEL 


MANILA 
CIVIL ENGINEER 
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APRIL 23 - 24, 2023 


Floor : 2ND 


Room/Grp No. : 211 


Seat Last Name First Name Middle Name School Attended 

No. 

1 TATON MARK ANTHONY PROVIDO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

2 TATON ROBERT MARCUS DELA TORRE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 TAUSA CHRIS ARMAND MANALANG COLEGIO DE MUNTINLUPA 

4 TAUSA ROBERT EMIL LYNDON PACINA UNIVERSITY OF THE EAST-MANILA 

5 TAUYA JASTINE JOY DONATO UNIVERSITY OF LA SALETTE-SANTIAGO 

6 TAWATAO CARMFINA MORALES LYCEUM OF THE PHILIPPINES - CAVITE 

7 TAWINGAN JAMES DAVY SABINIANO DE LA SALLE UNIVERSITY-MANILA 

8 TAY TIONG DAN RAPHAEL LAO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 TAYABAN NOLYN JAYCE BUYAYO SAINT MARY'S UNIVERSITY 

10 TAYABEN MA MARICAR UNGGAYAN ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

11 TAYACTAC MARY LUCKYLYN DUMALAOG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

12 TAYAG JAN NICOLE KIM GILOS DE LA SALLE UNIVERSITY-DASMARIÑAS 

13 TAYAMORA KYLE SAM HUGO CATANDUANES STATE UNIVERSITY VIRAC 

14 TAYAMORA ROS-ANN RABINA UNIVERSITY OF RIZAL SYSTEM-ANTIPOLO 

15 TAYAMORA VINCE ROBERT ESTRERA UNIVERSITY OF THE EAST-MANILA 

16 TEAÑO AERON JOSHUA NOVENO NEW ERA UNIVERSITY 

17 TEBRERO LEEMAR VANN SALAMIDA EASTERN VISAYAS STATE UNIVERSITY 
(for.LIT)TACLOBAN 

18 TECLING MANILYN LUBRIO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

19 TECSON JERSON VINCENT TAN DE LA SALLE UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 
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Address : 2600 LEGARDA ST., SAMPALOC, MANILA 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 
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Building : PLARIDEL Floor : 2ND Room/Grp No. : 212 

Seat Last Name First Name Middle Name School Attended 

No. 

1 TEH ALDRIN BENJAMIN BRAGAS TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

2 TEJADA ABEGAIL RIVERA SAINT LOUIS COLLEGE OF SAN FERNANDO 

3 TEJADA ALEJO JR DIONISIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 TEJADA ANGELITO CABRAL WESTMEAD INTERNATIONAL SCHOOL 

5 TEJADA DENVER JOHN MARTINEZ MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

6 TEJADA JEDAIAH JETHRO TAYAG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 TEJADA JHUNDEL DEL ROSARIO NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

8 TEJADA JONATHAN JR ILANO DE LA SALLE UNIVERSITY-MANILA 

9 TEJANO MARJORIE RAMOS CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

10 TEJERO SUNSHINE TADEO ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

11 TEJUCO VIANNA MAE DIONISIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 TELA ARRIANNE JOYCE ABAGA NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

13 TELAN JIMBO AGAPITO ISABELA STATE UNIVERSITY-ILAGAN 

14 TELAN MARY JOYCE GAGARIN UNIVERSITY OF MAKATI 

15 TELMO RYAN KEN TARRIELA BATAAN HEROES MEMORIAL COLLEGE 

16 TENA FRINCESS ANNE CRISOSTOMO CENTRAL COLLEGES OF THE PHILIPPINES 

17 TENEBRO CLAUDINE MATALOBOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

18 TENEBRO MARK DARYL PALEG ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

19 TENEDERO HAROLD ECOMO NATIONAL UNIVERSITY-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : ARELLANO UNIVERSITY 
Address : 2600 LEGARDA ST., SAMPALOC, MANILA 


Building : PLARIDEL Floor : 2ND Room/Grp No. : 213 

Seat Last Name First Name Middle Name School Attended 

No. 

1 TENIDO CHRIS JOHN QUITAIN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

2 TENORIO KENNETH CONDE PAMANTASAN NG LUNGSOD NG MAYNILA 

3 TEOPE ANTON LORENZO FERNANDEZ UNIVERSITY OF THE PHILIPPINES-DILIMAN 

4 TEPAN LORAINNE RACUYA UNIVERSITY OF THE EAST-MANILA 

5 TEQUILLO MICHAEL QUIJANO T LADY OF FATIMA UNIVERSITY-PAMPANGA, 

6 TERADO TERI GENE ALDOVER UNIVERSITY OF BATANGAS 

7 TERAYO DAPHNIE TABILI CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

8 TERBIO ALLIANA MARIE MAGPUSAO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 TERBIO JOMAR DELA CRUZ UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

10 TERNIDA JERIMIE CORRE UNIVERSITY OF NUEVA CACERES 

11 TERRADO JACK EVRON DATILES CENTRAL COLLEGES OF THE PHILIPPINES 

12 TESALONA LIZETTE CAJAYON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 TESORO JOHN PHILIPPE NUÑEZ DIVINE WORD COLLEGE OF LAOAG 

14 TESORO MARVIN MARIANO CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

15 TEVES JOHN JEREMIAH TAPEL CATANDUANES STATE UNIVERSITY VIRAC 

16 TIA TRUMPMY KO UNIVERSITY OF THE PHILIPPINES-DILIMAN 

17 TIANGCO ANDREW JOSEPH ANGELES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 TIBAY RHOWELLE MONTERDE MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

19 TICAO KARL ANTHONY JASON ARABIA UNIVERSITY OF THE EAST-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : ARELLANO UNIVERSITY 


Address : 2600 LEGARDA ST., SAMPALOC, MANILA 
Building : PLARIDEL 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 2ND 


Room/Grp No. : 214 


Seat Last Name First Name Middle Name School Attended 

No. 

1 TICZON EMILY ANNE SUMIRAN LAGUNA COLLEGE 

2 TIGARONITA HELEN BARQUILLA UNIVERSITY OF MANILA 

3 TIHIM RHECA PEAPE BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

4 TIMOG JOHN KENNETH MARCELLANA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

5 TINAZA ADRIAN QUEROL UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

6 TINDOC WILMER RESPONDO LYCEUM OF APARRI 

7 TINDUGAN JHON ALVIN DANICO NATIONAL UNIVERSITY-MANILA 

8 TINGARA-AN RAYAN AMPA PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

9 TINGSON JENNY LYKA VILLAPANDO NATIONAL UNIVERSITY-MANILA 

10 TINIO MICAH CHRISTIA GUTIERREZ DE LA SALLE UNIVERSITY-MANILA 

11 TINTERO ARNEL ALIADO UNIVERSITY OF LA SALETTE-SANTIAGO 

12 TINTERO DANIELLE LAQUINDANUM UNIVERSITY OF THE PHILIPPINES-LOS BAÑOS 

13 TIOAYA CARL ANDREW AGUSTIN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-STA MARIA, BULACAN 

14 TIPO CAMELA PORAZO UNIVERSITY OF MANILA 

15 TIQUI MICHAEL ANGELO MANIO ARAULLO UNIVERSITY 

16 TIRAO NIGEL CHRISTIAN DULAY FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

17 TIRRONES JORDY REDOMA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

18 TISADO MARK WYNN CLEOFE PAMANTASAN NG LUNGSOD NG VALENZUELA 

19 TIU APRIL ROSE YANSON DR. EMILIO B. ESPINOSA SR. MEMORIAL 


AGRICULTURAL COLLEGE 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Floor : 3RD 


Room/Grp No. : 301 


Seat Last Name First Name Middle Name School Attended 

No. 

1 TIVAR SHEENA CANADA CATANDUANES STATE UNIVERSITY VIRAC 

2 TIVIDAD AUDREY SABATE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 TOBES JENNIBETH RECARE UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

4 TOBIAS JAMAILA MATEO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

5 TOLEDO CHRISTIAN PAUL GONZALES CAMARINES NORTE STATE COLLEGE-DAET 

6 TOLEDO HANS RAINIERSON BANZON TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

7 TOLENTINO BERNADETH DAGUNAN UNIVERSITY OF RIZAL SYSTEM-MORONG 

8 TOLENTINO CRISTINE JOY OAMIL NATIONAL UNIVERSITY-MANILA 

9 TOLENTINO PATRIC DE GUZMAN UNIVERSITY OF SANTO TOMAS 

10 TOLENTINO SHAIRA INO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 TOLENTINO SHECAINA METRAN UNIVERSITY OF BATANGAS 

12 TOLING GODDESS CABABAN NATIONAL UNIVERSITY-MANILA 

13 TOLLEDO ISABELLE KATE TAPADO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 TOMAGAN JERICHO DAYAWA CATANDUANES STATE UNIVERSITY VIRAC 

15 TOMAS HANNAH CLAIRE PATRICIO SAINT LOUIS UNIVERSITY 

16 TOMENIO MARIA KAREN ECHAPARE CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

17 TOMISTA JAMES LOUISSE MABANGLO MANUEL L. QUEZON UNIVERSITY 

18 TOMORIC RICARDO TRINIDAD BATAAN PENINSULA STATE UNIVERSITY-MAIN 


CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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3RD Room/Grp No. : 302 


Seat Last Name First Name Middle Name School Attended 

No. 

1 TON STEVEN AGUSTIN PHILIPPINE CENTRAL ISLANDS COLLEGE 

2 TONGCO KENT SALANGUIT UNIVERSITY OF MAKATI 

3 TOPE AL FERNANDO CHING RIZAL TECHNOLOGICAL UNIVERSITY 

4 TOQUERO MICHAEL DECLARO FELLOWSHIP BAPTIST COLLEGE 

5 TORDESILLAS MARIA IVY MORALES UNIVERSITY OF ANTIQUE-SIBALOM 

6 TORERO WILLIAM KELLY BRILA ADAMSON UNIVERSITY 

7 TORING JEFFERSON PARADELA PAMANTASAN NG LUNGSOD NG MAYNILA 

8 TORIO MARC JEFFERSON MALLARI NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

9 TORRECAMPO JEFFREY BONGULTO UNIVERSITY OF NUEVA CACERES 

10 TORREMORO SAM ESCALERA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

11 TORRENO JOANNA MAY ARELLANO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

12 TORRENTE JAMES WALTER COLAMBOT POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 TORRES ANGELICA URSOLINO UNIVERSITY OF MAKATI 

14 TORRES ELLA ALTHEA VELILLA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 TORRES ERICK BRYNE LIM DE LA SALLE UNIVERSITY-MANILA 

16 TORRES FERNANDO JR BARCELO SAINT LOUIS UNIVERSITY 

17 TORRES GIELYN SUAREZ TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

18 TORRES IRISH MAE BARRION BICOL UNIVERSITY-LEGAZPI 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : ARELLANO UNIVERSITY 
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Building : PLARIDEL Floor : 3RD Room/Grp No. : 303 

Seat Last Name First Name Middle Name School Attended 

No. 

1 TORRES JERIC IAN REYNON LYCEUM OF APARRI 

2 TORRES KRYZ DE VERA UNIVERSITY OF PANGASINAN 

3 TORRES RUSSEL DULLAS PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

4 TORRES SAMUEL CASIBI FLORENCIO L. VARGAS COLLEGE- 
TUGUEGARAO 

5 TORRES WODA SUZETTE MIRANDA MARIANO MARCOS STATE UNIVERSITY-BATAC 

6 TORRIJAS KANSAS ANNE EJANDA PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

7 TRANSFIGURACION KATHRYN MANUEL MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

8 TRAQUENA EMMIE DACUMA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

9 TRASPORTO MA. JOSEPHINE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 TRAYA PHIL DUSTIN ONG MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 TRILLES JOANNA GABRIELLE CARIÑO PAMANTASAN NG LUNGSOD NG MAYNILA 

12 TRINIDAD BENSON TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 TRINIDAD CHARIE MAE MORALES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 TRINIDAD DANIELLE MARIE PAGULAYAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 TRINIDAD JERRICO LORENZO NAVARRO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

16 TRINIDAD JOHN MARK AGUSTIN TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

17 TRUMATA ALEXANDER CENIZA UNIVERSITY OF LA SALETTE-SANTIAGO 

18 TSUCHIYA IKEDA MILLOS BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : PLARIDEL Floor : 3RD Room/Grp No. : 305 

Seat Last Name First Name Middle Name School Attended 

No. 

1 TUASON JAN CHRISTOPHER AGBAYANI NATIONAL UNIVERSITY-MANILA 

2 TUAZON ISAGANI JR RECIBIDO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 TUAZON VINCENT RIVERA NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

4 TUBELLO CHRISTOPHER JR LAYOSA NATIONAL UNIVERSITY-MANILA 

5 TUBERA ALYSSA MIRA LUCAS NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

6 TUBIERA GEORINA LYCON MASA SAINT LOUIS UNIVERSITY 

7 TUDINO CHRISTIAN DIAMANTE ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

8 TUDIO VINCE LENARD BELLO RIZAL TECHNOLOGICAL UNIVERSITY 

9 TUGADE JHONJONES GONZALES NEW ERA UNIVERSITY 

10 TUGBO JAKE CASAS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

11 TUGBOK DINDO BILOG JOHN PAUL COLLEGE 

12 TUGUINAYO JOHN PAUL SUROT TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 TULABUT ALVIN GUEVARRA DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

14 TULIAO JOHANN PAUL DOMINGO UNIVERSITY OF MAKATI 

15 TUMACDER RHENEDY BERALDE UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

16 TUMAQUE ANA JOY BELINO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

17 TUMBAGA EUSEBIO NEIL JR MARCELINO UNIVERSITY OF SANTO TOMAS 

18 TUNAC DAPHNIE DOMINGO NORTHWESTERN UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : ARELLANO UNIVERSITY 


Address : 2600 LEGARDA ST., SAMPALOC, MANILA 


Building : PLARIDEL 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 3RD 


Page 286 of 303 


Room/Grp No. : 306 


Seat Last Name First Name Middle Name School Attended 

No. 

1 TUNGKUH ALNAWAF MOHAMMAD SAID UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

2 TUNGPALAN MARJORIE VERBO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

3 TUPARAN RAFAEL GABRIEL LORENZO PAMANTASAN NG LUNGSOD NG VALENZUELA 

4 TUPPIL CHERRYLENE MALBOG RIZAL TECHNOLOGICAL UNIVERSITY 

5 TUQUERO LEOMAE SALUD CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

6 TUQUIB GLAIDEL MARANTAN LYCEUM OF APARRI 

7 TURA MARJUN BOY DE LA CRUZ UNIVERSITY OF THE EAST-CALOOCAN 

8 TURIANO JOVEN ERALINO SAINT JOSEPH'S COLLEGE-MAASIN 

9 TURLA TOM JOHN PAUL ABRIO NEW ERA UNIVERSITY 

10 TURQUEZA RHEMAROSE ISIBIDO ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

11 TURTOGO JUDE MICHAEL TERNIDA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

12 TUTOL ALLEN EDWARD SAUS TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

13 TUYAY JOHN VICTOR GUINTO PAMANTASAN NG LUNGSOD NG MAYNILA 

14 TY SHANNIA KHRYSS BAUTISTA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

15 UAYAN MARK VENCENT LINTOHAN CAPITOL UNIVERSITY (for.CAGAYAN CAPITOL 
COLL.) 

16 UBALDO JOHN DALE ELBO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

17 UBALDO RICARDO JR ELGERA URDANETA CITY UNIVERSITY (CCU) 

18 UBANA ANNA GLADYS CAPACIETE ATENEO DE NAGA UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : ARELLANO UNIVERSITY 


Address : 2600 LEGARDA ST., SAMPALOC, MANILA 
Building : PLARIDEL 
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Room/Grp No. : 307 


Seat Last Name First Name Middle Name School Attended 

No. 

1 UBANDO ARIANNE MICHELLE GUEVARA NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

2 UBANDO JIO KIER SEVIDAL ADAMSON UNIVERSITY 

3 UBANDO MAR VINCENT CALLANTA UNIVERSITY OF PANGASINAN 

4 UBANTE LOUIS CHRISTOPHER MALABANAN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

5 UBILAS ROSSETTE AYON AYON UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

6 UBUAN EMMANUEL JR WANDAG COLEGIO DE MUNTINLUPA 

7 UCHIDA KAZUKI CLEMENTE BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

8 UGALDE RICHARD AUTOR LYCEUM OF THE PHILIPPINES - CAVITE 

9 UGALE MARK JERICHO AGUSTIN CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

10 UHUAD CHARLOTTE ANN ALACAR NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

11 UHUAD MA. ERICKA LOUISE SILISILON SAINT MARY'S UNIVERSITY 

12 UMALI JANMILLE RAPHAEL BALDUEZA UNIVERSITY OF SANTO TOMAS 

13 UMALI MARIAN JOVEELYN ZAPANTA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 UMALI MARK JOMARI ZAPANTA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

15 UMALI NERWIN HERNANDEZ UNIVERSITY OF BATANGAS 

16 UMALI RICA MARIE MAGPANTAY LYCEUM OF THE PHILIPPINES-LAGUNA 
(for.LYCEUM INST.OF TECH) 

17 UMANDAP PAULINE LIRIO BATANGAS STATE UNIVERSITY - ALANGILAN 

18 UMBINA QUINN JANIER SAINT LOUIS UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


Page 288 of 303 
MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 

School : ARELLANO UNIVERSITY 

Address : 2600 LEGARDA ST., SAMPALOC, MANILA 

Building : PLARIDEL 3RD Room/Grp No. : 308 

Seat Last Name First Name Middle Name School Attended 

No. 

1 UMIPIG KENNETH MARI CONDE PAMANTASAN NG LUNGSOD NG VALENZUELA 

2 UNCIANO BRIAN KYLE CRISTAL LYCEUM OF APARRI 

3 UNLAYAO NITRAM OCANA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

4 UNTALAN BEN MARK ALMANDRES PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

5 UNTALAN RENALYN THEA MARASIGAN DE LA SALLE UNIVERSITY-MANILA 

6 UNTALAN RYAN SHERIDAN ABULENCIA MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

7 URBANO FRANOLLAINE DAISY CABANAS ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

8 URBISTONDO MA. LOURDES SALAZAR TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

9 URIETA EDMALYN JOYCE SUBIA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

10 URSAL ELMER CAPARUSO EMILIO AGUINALDO COLLEGE-DASMARIÑAS 

11 URSUA HYACINTH ANNE TORRES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 USMAN ALI-HASSAN AMBOR PHILIPPINE ENGINEERING AND AGRO- 
INDUSTRIAL COLLEGE INC. 

13 USMAN REHANA AKAN COTABATO CITY STATE POLYTECHNIC 
COLLEGE 

14 USON DANIEL ALFONSO TING DE LA SALLE UNIVERSITY-MANILA 

15 USON JIA-MAILA ALCAZAR UNIVERSITY OF LUZON (LUZON COLL.) 

16 USON JOHN ERA CONCEPCION MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

17 UTANIS ROLLIE RAPACON UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

18 UY DANICA JOY DAMIAN TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Seat Last Name First Name Middle Name School Attended 

No. 

1 UY FRANCHESCA NIKOLAI ZOE LAO SAINT LOUIS UNIVERSITY 

2 UY JANINE YONTING COLEGIO DE SAN JUAN DE LETRAN- 
INTRAMUROS 

3 UY JED ARVIN DEGUITO WESTMEAD INTERNATIONAL SCHOOL 

4 UY JOHN ROMMER PENAFIEL UNIVERSITY OF THE EAST-MANILA 

5 UY SAMUEL VICTOR GABINO UNIVERSITY OF THE EAST-MANILA 

6 UY SETH FREDERICH YAP DE LA SALLE UNIVERSITY-MANILA 

7 VAGILIDAD GERALDINE DE GUZMAN ADAMSON UNIVERSITY 

8 VALDELLON NOEMI JOY REQUINA NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

9 VALDEPENA GYLA ROSE ALBISO TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

10 VALDERAMA NICOLE LOUISE ALANO DE LA SALLE UNIVERSITY-MANILA 

11 VALDERRAMA ANGELICA MAE TUMALIUAN UNIVERSITY OF SANTO TOMAS 

12 VALDEZ CARLO MIGUEL BORNALES UNIVERSAL COLLEGES OF PARANAQUE 

13 VALDEZ FRANKLIN TAEZA CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

14 VALDEZ KYRE CHER CEDRICK RIVERA CENTRAL LUZON STATE UNIVERSITY 

15 VALDEZ LENY ROSE MENDOZA PHILIPPINE CENTRAL ISLANDS COLLEGE 

16 VALDEZ LOVELY ANGELU SANTOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 VALDEZ MARK ANTHONY UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

18 VALDOZ JETRO JUN CORPUZ QUIRINO STATE UNIVERSITY(FOR QPC)- 


CABARROGUIS CAMPUS 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : ARELLANO UNIVERSITY 
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Building : PLARIDEL Floor : 3RD Room/Grp No. : 310 

Seat Last Name First Name Middle Name School Attended 

No. 

1 VALDOZ MARK LESTER CANAVERAL TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

2 VALDUEZA DHES PULTA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

3 VALENCIA JAMES KARL RANCHEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 VALENCIA JIREH BERNARDO CENTRAL LUZON STATE UNIVERSITY 

5 VALENCIA JOHN VICSON ALDAYA BATAAN PENINSULA STATE UNIVERSITY-MAIN 


CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 


6 VALENCIA LARRA MAI BAYUGO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

7 VALENCIA MARIA JONNAVEE DE VERA CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

8 VALENCIA MARK ANTHONY CASIMIRO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

9 VALENCIANO ARJAY NAGNOT SAINT LOUIS UNIVERSITY 

10 VALENZUELA AIRAH JOY LLEGO WESTERN INSTITUTE OF TECHNOLOGY 

11 VALENZUELA DARRYL DELA ROSA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

12 VALENZUELA RHIA THERESE SANTOS RIZAL TECHNOLOGICAL UNIVERSITY 

13 VALERIANO RICHIE MAY SANTIAGO UNIVERSITY OF THE EAST-CALOOCAN 

14 VALERIO STEVEN CALCABIN MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

15 VALERIO SUN MICAYA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

16 VALIENTE GEOFF XYLO LERIT COLEGIO DE SAN JUAN DE LETRAN- 
INTRAMUROS 

17 VALIENTE WILBERT ACOSTA NUEVA VIZCAYA STATE UNIVERSITY (NVSIT)- 
BAYOMBONG 

18 VALLADA KAMAE APRAO ADAMSON UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : ARELLANO UNIVERSITY 


Address : 2600 LEGARDA ST., SAMPALOC, MANILA 


Building : PLARIDEL Floor : 3RD Room/Grp No. : 311 


Seat Last Name First Name Middle Name School Attended 

No. 

1 VALLEGA MUIQUIE UKKONG UNIVERSITY OF THE EAST-MANILA 

2 VALLEJO EJIEH KIRK SALVADOR TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

3 VALLES MARSHALL IAN BRIOL LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

4 VALLESTA MARICEL TAOINGAN UNIVERSITY OF PANGASINAN 

5 VALLESTERO RALPH TIMPOG SAINT LOUIS UNIVERSITY 

6 VALMONTE DEM ANGELO BARTOLINE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 VALMORES PATRICK JASON DE LOS SANTOS SAINT LOUIS COLLEGE OF SAN FERNANDO 

8 VARGAS BIANCA CADEVIDA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

9 VARGAS FRAN JONRICH ABIVA FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

10 VARGAS GERALENE AUSTRIA UNIVERSITY OF THE EAST-MANILA 

11 VARGAS JHUN JHUN CORREA UNIVERSITY OF THE EAST-CALOOCAN 

12 VARILLA CHARLES DAMIAN UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

13 VARONA HERLYN BETH ACUÑA UNIVERSITY OF ANTIQUE-SIBALOM 

14 VASQUEZ CARL DOMINIC BIGLAIN UNIVERSITY OF THE EAST-MANILA 

15 VASQUEZ RICKLOUIE MABEZA UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

16 VEGA LOWELL MAR LAMPAS CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

17 VELARDE HANS KRISTOFFER AQUINO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

18 VELASCO ANNA LORRAINE MILLAN BAGUIO CENTRAL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : ARELLANO UNIVERSITY 
Address : 2600 LEGARDA ST., SAMPALOC, MANILA 


Building : PLARIDEL 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 3RD 


Room/Grp No. : 312 


Seat Last Name First Name Middle Name School Attended 

No. 

1 VELASCO ARVEE BRYAN GALERO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 VELASCO JOHN CHRISTIAN BINONDO PAMANTASAN NG LUNGSOD NG MAYNILA 

3 VELASCO NICOLE BAJARIN SAINT LOUIS UNIVERSITY 

4 VELASCO VON EDWARD VARGAS UNIVERSITY OF THE EAST-CALOOCAN 

5 VELASQUEZ DANIEL ZULUETA UNIVERSITY OF LUZON (LUZON COLL.) 

6 VELAYO VAN LEXTER NAVARRO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

7 VELENA HARVIC LEUR RODRIGUEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

8 VENDIVIL CHARRY-VY SAMBRANO CENTRAL LUZON STATE UNIVERSITY 

9 VENEZUELA JAN LYRA PADEL EASTERN VISAYAS STATE UNIVERSITY 
(for.LIT)TACLOBAN 

10 VENTULA NATHALIE JOYCE ESPLAGO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

11 VENTURA BIANCA TRIBIANA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

12 VENTURA GABY BALCUEVA PAMANTASAN NG LUNGSOD NG VALENZUELA 

13 VENTURA MARK TIMOTHY ANGELES FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 VENTURA VENNIE CARBAJOSA NATIONAL UNIVERSITY-MANILA 

15 VENUS DANIEL JOHN CUIZON MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

16 VENZON BEVERLY HANN BARADILLO CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

17 VENZON JAYMIE DAVID HOLY ANGEL UNIVERSITY 

18 VERACRUZ BRYAN MASCULINO PRESIDENT RAMON MAGSAYSAY STATE 


UNIVERSITY-(FOR RMTU)-IBA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : ARELLANO UNIVERSITY 
Address : 2600 LEGARDA ST., SAMPALOC, MANILA 


Building : PLARIDEL Floor : 3RD Room/Grp No. : 313 

Seat Last Name First Name Middle Name School Attended 

No. 

1 VERANO DOMINIQUE JAY DEL ROSARIO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

2 VERANO JEREMY ORBINA UNIVERSITY OF EASTERN PHILIPPINES- 
LAOANG CAMPUS 

3 VERANO JULITO MIJARES NORTHWEST SAMAR STATE UNIVERSITY 
(FOR.TIBURCIO TANCINCO) 

4 VERAS VANESSA ABBANG SAMAR STATE UNIVERSITY (SAMAR S.P.C.) 

5 VERCELES JOSELITO MARIANO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

6 VERDADERO HANNAH JANE DEL MUNDO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

7 VERDADERO VERELU ELUMBA CENTRAL COLLEGES OF THE PHILIPPINES 

8 VERDERA BRYAN PASCUA UNIVERSITY OF THE EAST-CALOOCAN 

9 VERDERA DIANE NICOLE BELLO NATIONAL UNIVERSITY-MANILA 

10 VERDIDA EMY CARIO PALAWAN STATE UNIVERSITY-P. PRINCESA 

11 VERDIN JAY CUASAY TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

12 VERGARA HAZEL BAJOG NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

13 VERGARA JERICK RENIER ACUNA WESTMEAD INTERNATIONAL SCHOOL 

14 VERGARA JOSEPH EMMANUEL MOROTA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

15 VERGARA JOYCE ANN DIOKNO UNIVERSITY OF BATANGAS 

16 VERGARA LORREIN JOY VILLASIS NATIONAL UNIVERSITY-MANILA 

17 VERGARA MA. IDA COLEEN GARCIA DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

18 VERGARA MARIEL ADRIANE GARCES MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : ARELLANO UNIVERSITY 
Address : 2600 LEGARDA ST., SAMPALOC, MANILA 


Building : PLARIDEL 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor : 3RD 
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Room/Grp No. : 314 


Seat Last Name First Name Middle Name School Attended 

No. 

1 VERGARA MARK ANGELO BUNYI MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

2 VERSAMERA MILIAH MARIMLA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

3 VERTUCIO DAÑELO GUTIERREZ UNIVERSITY OF SANTO TOMAS 

4 VERZOSA CHRISTIAN JACOB CLEMENTE UNIVERSITY OF LA SALETTE-SANTIAGO 

5 VERZOSA PATRICK JOSHUA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

6 VIADO ALEXIS CRUZ UNIVERSITY OF THE EAST-MANILA 

7 VIAJAR JOSHUA ROBERT PANGILINAN UNIVERSITY OF THE EAST-MANILA 

ROSARDYN 

8 VIAÑA JOCELYN CORPIN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

9 VIBAS DARREN JAY ALFARO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

10 VICEDO JERIK EMMANUEL LIMPENGCO LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

11 VICENTE JANREL JAFARR LAMER DIVINE WORD COLLEGE OF LAOAG 

12 VICENTE JOHN ERNEST RIVERA TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

13 VICENTE JOSHUA MAMALIAS PHINMA-UPANG COLLEGE URDANETA,INC. 

14 VICENTE PATRICK CHRISTIAN CANLAS BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

15 VICENTE PRINCE DANIEL TAN HOLY TRINITY COLLEGE OF PUERTO PRINCESA 

16 VICERAL NANCY JOYCE JAVIER UNIVERSITY OF BATANGAS 

17 VICILLAJE NICOLE TABUNAN PAMANTASAN NG LUNGSOD NG MAYNILA 

18 VIDAL LEONEL VILLANUEVA UNIVERSITY OF EASTERN PHILIPPINES- 


CATARMAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : ARELLANO UNIVERSITY 


Address : 2600 LEGARDA ST., SAMPALOC, MANILA 


Building : PLARIDEL Floor : 3RD Room/Grp No. : 315 


Seat Last Name First Name Middle Name School Attended 

No. 

1 VIDAL MARK JIMWELL BORROMEO UNIVERSITY OF BATANGAS 

2 VIDAL ROMY PANGANIBAN UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

3 VIDALLON MA. HAZEL RIVERA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

4 VIDANES WENYEL ANNE MARTINEZ UNIVERSITY OF RIZAL SYSTEM-MORONG 

5 VIDUYA ARNEL SABRA SAINT LOUIS COLLEGE OF SAN FERNANDO 

6 VIERNES CARIZZA MANGALUS MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

7 VIERNES JONATHAN JESTER SUMAOANG PRESIDENT RAMON MAGSAYSAY STATE 
UNIVERSITY-(FOR RMTU)-IBA 

8 VIERNES RICCA ANDADI UNIVERSITY OF LA SALETTE-SANTIAGO 

9 VIGILLA JADE MATRIXIA MAGBUAL NEW ERA UNIVERSITY 

10 VIGILLA JAMAICA BACSA UNIVERSITY OF BATANGAS 

11 VILA XHYNUEL ORATE ABRA STATE INST. OF SCIENCE & TECH.(ABRA 
IST)-BANGUED 

12 VILBAR ELMER RAMOS TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

13 VILELA KAREN ANNE SARMIENTO FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

14 VILLA ANDREA ROSE RIVERA DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

15 VILLA JEWEL GUIDO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

16 VILLA RIKKI MAE SALAMILLAS PAMANTASAN NG LUNGSOD NG MAYNILA 

17 VILLACERAN RICA ELLA TAGUIC TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-QUEZON CITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : ARELLANO UNIVERSITY 


Address : 2600 LEGARDA ST., SAMPALOC, MANILA 
Building : ANNEX 


MANILA 
CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Floor: 
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Room/Grp No. : NB-III 


Seat Last Name First Name Middle Name School Attended 

No. 

1 VILLADORES WEA MAE LAYAO CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 

2 VILLAFLOR CAMILLE CENON CATANDUANES STATE UNIVERSITY VIRAC 

3 VILLAFLOR DEZEREE NOTAR NATIONAL UNIVERSITY-MANILA 

4 VILLAFLOR JERLYN ARGOTE BICOL UNIVERSITY-LEGAZPI 

5 VILLAFLORES JERICO POQUIZ RIZAL TECHNOLOGICAL UNIVERSITY 

6 VILLAFUERTE CLARENCE JANE ESPOSO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

7 VILLALOBOS PATRICIA GALARAN ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

8 VILLALON CHARIDEL MAY AFABLE EASTERN SAMAR STATE UNIVERSITY- 
BORONGAN 

9 VILLALUNA SHERYL CORTAS ISABELA STATE UNIVERSITY-ECHAGUE 

10 VILLALUZ ARGIE MARK BADUA WESTERN PHILIPPINES UNIV.(for.PALAWAN 
N.A.C)-ABORLAN 

11 VILLAMAR CRISOSTOMO III TELLO UNIVERSITY OF THE EAST-MANILA 

12 VILLAMAYOR RAIVEN CUYA LAGUNA COLLEGE 

13 VILLANIA ARNEL HUMPHREY SICAT POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

14 VILLANUEVA ADRIAN PAGALING UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

15 VILLANUEVA ALYSSA TALAGTAG PAMANTASAN NG LUNGSOD NG VALENZUELA 

16 VILLANUEVA ANDREA ISABELLE BURGOS DE LA SALLE UNIVERSITY-MANILA 

17 VILLANUEVA CHERRIE LYN VALINO FEATI UNIVERSITY 

18 VILLANUEVA ELLEA MORGA NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

19 VILLANUEVA EMERSON ORINES QUIRINO STATE UNIVERSITY(FOR QPC)- 
CABARROGUIS CAMPUS 

20 VILLANUEVA JOANNA DUAY TARLAC STATE UNIVERSITY (TARLAC COLLEGE 


OF TECH.) 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : ARELLANO UNIVERSITY 


Address : 2600 LEGARDA ST., SAMPALOC, MANILA 


Building : ANNEX 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Page 297 of 303 


Room/Grp No. : NB-IV 


Seat Last Name First Name Middle Name School Attended 

No. 

1 VILLANUEVA JOHN CARLO MIRAFUENTE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

2 VILLANUEVA JOHN HUCK FINN BANIQUED CENTRAL COLLEGES OF THE PHILIPPINES 

3 VILLANUEVA JOMARI CULLANO TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

4 VILLANUEVA JOSIELYN GUIAO PAMANTASAN NG LUNGSOD NG MAYNILA 

5 VILLANUEVA LANZ ANDREW DEYPALUBOS WESTERN INSTITUTE OF TECHNOLOGY 

6 VILLANUEVA MARINELLA SISON SAINT LOUIS COLLEGE OF SAN FERNANDO 

7 VILLANUEVA PAUL ADRIAN TAN MARINDUQUE STATE COLLEGE-BOAC 

8 VILLANUEVA RALPH TRISTAN DESAMITO SAINT MARY'S UNIVERSITY 

9 VILLANUEVA RANDOLPH GERONIMO EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

10 VILLANUEVA RENIEL BAUTISTA WESTMEAD INTERNATIONAL SCHOOL 

11 VILLANUEVA RYAN ALVAREZ BATANGAS STATE UNIVERSITY - ALANGILAN 

12 VILLANUEVA RYAN JASPER DE GUZMAN TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

13 VILLANUEVA SHIEN TINDUGAN CATANDUANES STATE UNIVERSITY VIRAC 

14 VILLAOS ACE JOHN HAROLD ESTOLE POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

15 VILLAPAÑE FRINCESS JEAN MARTINEZ JOHN PAUL COLLEGE 

16 VILLAR CRIS JOHN BUENA UNIVERSITY OF THE EAST-CALOOCAN 

17 VILLAR LENY EROJO CAPIZ STATE UNIVERSITY (CIT)(PSPC)-MAIN 
CAMPUS 

18 VILLARAN JAMIE LYN LOZADA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 VILLAREAL KISHA MAINE AMIAN UNIVERSITY OF THE EAST-MANILA 

20 VILLARICO REX HAROLD LAYAG UNIVERSITY OF RIZAL SYSTEM-MORONG 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : ARELLANO UNIVERSITY 


Address : 2600 LEGARDA ST., SAMPALOC, MANILA 
Building : ANNEX 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Room/Grp No. : NB-V 


Seat Last Name First Name Middle Name School Attended 

No. 

1 VILLARIN REYNA CHRISTINE SALVADOR FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

2 VILLAROMAN ELIJAH JOSHUA FERNANDO RIZAL TECHNOLOGICAL UNIVERSITY 

3 VILLAROSA JOSHUA INOCENCIO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-LOPEZ 

4 VILLARUEL EDJHEN ARANEL UNIVERSITY OF PERPETUAL HELP SYSTEM- 
LAGUNA 

5 VILLARUEL JIEZLYN CLEMENTE BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

6 VILLARUZ JACKY PONTERES RIZAL TECHNOLOGICAL UNIVERSITY 

7 VILLAS RHYANN CARL DIVINE WORD COLLEGE OF CALAPAN 

8 VILLAVER RENZ VICTOR PAOLO DINEROS UNIVERSITY OF MAKATI 

9 VILLAVERDE MARK ANTHONY ANTAZO UNIVERSITY OF RIZAL SYSTEM-MORONG 

10 VILLAVICENCIO FATIMA DE JOYA MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 VILLAVICENCIO GERLIE PANGANIBAN POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

12 VILLEGAS JAKE RELLY DELA CRUZ ARAULLO UNIVERSITY 

13 VILLEGAS JONHCENT MUNOZ EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

14 VILLEGAS LEO ANGELO PONCE CAMARINES NORTE STATE COLLEGE-DAET 

15 VILLEGAS MAVERIQUE CORTEZ CENTRAL COLLEGES OF THE PHILIPPINES 

16 VILLEGAS SEAN LIM TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

17 VILLENA ALFERNIE JOHN AGUARAS URDANETA CITY UNIVERSITY (CCU) 

18 VILLENA JENSEN LANCE VELEZ TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

19 VILLEROZ JOHN IVAN ERISE MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

20 VILLETE JONAS VENZON RIZAL TECHNOLOGICAL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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APRIL 23 - 24, 2023 


Room/Grp No. : NB-VI 


Seat Last Name First Name Middle Name School Attended 

No. 

1 VILLODREZ JEFF FRANCIS VILLANUEVA PALAWAN POLYTECHNIC COLLEGE, INC. 

2 VILLON RAQUEL CAINGAT UNIVERSITY OF THE EAST-MANILA 

3 VILLOSO JAN WAYNE CHRISTOPHER FERNANDEZ SAINT MARY'S UNIVERSITY 

4 VILLOSTAS DANIELLE ROSE ROSALES UNIVERSITY OF BATANGAS 

5 VILLOTA KEITH EUNICE ANGELES ADAMSON UNIVERSITY 

6 VILOG AIKO UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

7 VILORIA RAMONCITO CASTANEDA CENTRAL LUZON STATE UNIVERSITY 

8 VINAGRERA THOMAS JYZER IV OMEGA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

9 VIÑAS CARLO JHON VIERNES PAMANTASAN NG LUNGSOD NG MAYNILA 

10 VIÑAS VIRGILIO ROMERO UNIVERSITY OF THE EAST-CALOOCAN 

11 VIRATA ARVIN KEITH RONQUILLO UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA-LAS PINAS 

12 VIRAY ANNETH YAMANI CHAN FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

13 VIRAY DANIELLE UBANDO UNIVERSITY OF LUZON (LUZON COLL.) 

14 VIRIÑA JOHN FEVIE ESTIVA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

15 VIRTUDAZO ERON ESCANDOR DE LA SALLE UNIVERSITY-DASMARIÑAS 

16 VIRTUDEZ ANTHONY BELLAROSA UNIVERSITY OF THE EAST-CALOOCAN 

17 VISORIA KENNETH JOHN BATTAD TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

18 VISQUERA ADRIANE TOMAS POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

19 VITANZOS STEPHEN JHUNE TAN SAINT MARY'S UNIVERSITY 

20 VITUG MARK ANTHONY GUANZON TECHNOLOGICAL INSTITUTE OF THE 


PHILIPPINES-MANILA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 


ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : ANNEX Floor : Room/Grp No. : NB-VII 

Seat Last Name First Name Middle Name School Attended 

No. 

1 VIVAS EUNICE ESPINOSA LAGUNA STATE POLYTECHNIC UNIVERSITY- 
STA CRUZ (LSPC) former (LCAT) 

2 VIZCONDE DENISE GRACE MANUEL UNIVERSITY OF SANTO TOMAS 

3 VOCAL JUVY DARLENE GUIYANGCO UNIVERSITY OF RIZAL SYSTEM-MORONG 

4 VOLUNTAD JOHN LUIGIE ORONCE UNIVERSITY OF RIZAL SYSTEM-MORONG 

5 WANAWAN CHEKFIE BATTAWANG KALINGA STATE UNIVERSITY(FOR KALINGA 
APAYAO STATE COLL.) 

6 WANG MITCHI TRICIA GO UNIVERSITY OF SANTO TOMAS 

7 WATTANG MARK ANTHONY DEQUINA UNIVERSITY OF NORTHERN PHILIPPINES- 
VIGAN 

8 WEN PATRICK RELUCIO DE LA SALLE UNIVERSITY-MANILA 

9 WESTERMANN HEIDI ANN SOFIA DIONISIO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

10 WONG CELENE DIANE BERISO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

11 WYCOCO MA. DOLORES AÑONUEVO CENTRAL LUZON STATE UNIVERSITY 

12 YABILLO LOUVI JAN JEZPER JAUOD UNIVERSITY OF ANTIQUE-SIBALOM 

13 YADAO JEANETTE JOY FODRA TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

14 YADAO RIZAJANE CABUTE DIVINE WORD COLLEGE OF LAOAG 

15 YAHIYA YOUSOF MOHAMMAD UNIVERSIDAD DE ZAMBOANGA (for.ZAEC) 

16 YALDUA JEROME BETANIA UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

17 YALONG RECHELLYN SUAREZ BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

18 YALUNG JHONA MARIE BAUTISTA CENTRAL COLLEGES OF THE PHILIPPINES 

19 YAMAMOTO AKIRA RAEI MICHAEL MEJIA PAMANTASAN NG LUNGSOD NG MAYNILA 

20 YAMAMURA YUKARI ARGOMIDO BATANGAS STATE UNIVERSITY - ALANGILAN 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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Building : ANNEX 
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Floor: 
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Room/Grp No. : NB- 
VIII 


Seat Last Name First Name Middle Name School Attended 

No. 

1 YAMBAO APPLE JANE DELOS REYES UNIVERSITY OF BATANGAS 

2 YAMBAO LEVI CORPUZ ADAMSON UNIVERSITY 

3 YAN ALBERT MARC ZAI CANON PALAWAN POLYTECHNIC COLLEGE, INC. 

4 YANDOC MICHAEL NEVADO MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

5 YANG MARK ALVIN ESTELEYDES FEU INSTITUTE OF TECHNOLOGY (for FEU- 
E.A.C.) 

6 YANGGA JAYSON GANIA TARLAC STATE UNIVERSITY (TARLAC COLLEGE 
OF TECH.) 

7 YAP RACHELLE FACTOR ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

8 YAP RAYMUND JULIANO ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

9 YAP RONNIE JAMES FIGUEROA UNIVERSITY OF SANTO TOMAS 

10 YASOL BRYAN JAY SALVA UNIVERSITY OF THE EAST-MANILA 

11 YASTO JANN AMIEL YADAO LYCEUM OF APARRI 

12 YLAGAN JOHN MARK ESTAY ROMBLON STATE UNIVERSITY-ODIONGAN 
(formerly ROMBLON STATE COLLEGE) 

13 YLAGAN NIÑA NICOLE ULAT UNIVERSITY OF PANGASINAN 

14 YLARDE MARKVIC SANTOS BULACAN STATE UNIVERSITY (for.BCAT)- 
MALOLOS 

15 YONGCA JERUNEO GEM CASANO NEW ERA UNIVERSITY 

16 YONGCO RODEL CAMACHO SAINT MARY'S ANGELS COLLEGE OF 
PAMPANGA 

17 YOUNG ANDREI GABRIEL DIZON DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

18 YOUNG JAUDELINE ADVINCULA UNIVERSITY OF RIZAL SYSTEM-MORONG 

19 YPIL CIELITO MARI SOLANTE TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 YPIL MARILUZ SOLANTE UNIVERSITY OF CEBU 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


PROFESSIONAL REGULATION COMMISSION 


School : ARELLANO UNIVERSITY 


Address : 2600 LEGARDA ST., SAMPALOC, MANILA 


Building : ANNEX 


MANILA 


CIVIL ENGINEER 
APRIL 23 - 24, 2023 


Room/Grp No. : NB-IX 


Seat Last Name First Name Middle Name School Attended 

No. 

1 YU CARLA NICOLE UNIVERSITY OF PERPETUAL HELP SYSTEM 
DALTA -- CALAMBA CAMPUS 

2 YU CARLO voz EULOGIO (AMANG) RODRIGUEZ INSTITUTE OF 
SCIENCE & TECHNOLOGY 

3 YU CLARISSA YAO CENTRAL LUZON STATE UNIVERSITY 

4 YU CORINNE WESNEE DY-CARLOS DE LA SALLE UNIVERSITY-MANILA 

5 YU JAYBEN MARK CATIBOG TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-MANILA 

6 YU PATRICK WILSON ORONCE NATIONAL UNIVERSITY-MANILA 

7 YUGA PAUL NICKO TABLIZO CATANDUANES STATE UNIVERSITY VIRAC 

8 YUMOL MARK EDRIAN DELA CRUZ NUEVA ECIJA UNIVERSITY OF SCIENCE & 
TECHNOLOGY-CABANATUAN) 

9 YUSON RODOLFO | MEDINA DE LA SALLE UNIVERSITY-DASMARIÑAS 

10 YUTIG JEZIEL SILVANO CENTRAL COLLEGES OF THE PHILIPPINES 

11 YUYEK PATRICK MELVIN DE LAZO MAPUA UNIVERSITY (FOR M.I.T.) - MANILA 

12 YUZON RON JAMES RENIVA POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

13 ZAFRA JOEL ENDOZO ADAMSON UNIVERSITY 

14 ZAGALA ZION ALYANNE SISON TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-TAGUIG 

15 ZAIDE EMMANUEL JIM SALUDES MAPUA MALAYAN COLLEGES LAGUNA(FOR 
MALAYAN COLLEGES LAGUNA) 

16 ZALAVARRIA CHRISTIAN JAY ECHON BATAAN PENINSULA STATE UNIVERSITY-MAIN 
CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 

17 ZALUN TRISHA ANNE MABBORANG POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-MAIN-STA. MESA 

18 ZAMORA JR BONIFACIO MARAYAN NATIONAL UNIVERSITY-MANILA 

19 ZAMORA EDGAR ALFONSO ROBLES TECHNOLOGICAL INSTITUTE OF THE 
PHILIPPINES-QUEZON CITY 

20 ZAMUDIO RUSSEL ORDIZ RIZAL TECHNOLOGICAL UNIVERSITY 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 


WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 


required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 


Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 


prior to the examination, or (3) copy of the Complete Vaccination Card. 


Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 
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School : ARELLANO UNIVERSITY 
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Building : ANNEX Floor : Room/Grp No. : NB-X 
Seat Last Name First Name Middle Name School Attended 

No. 

1 ZAPANTA CRYSTAL GAYLE BONIFACIO BATAAN HEROES MEMORIAL COLLEGE 

2 ZAPANTA RODEL TOLENTINO FEATI UNIVERSITY 

3 ZAPATA CHRISTINE JOY FERNANDEZ BATAAN PENINSULA STATE UNIVERSITY-MAIN 


CAMPUS (for.BATAAN P.S, BATAAN NAT'L SCH. 
ARTS & TRADE) 


4 ZAPATA PABLITO JR SORIANO POLYTECHNIC UNIVERSITY OF THE 
PHILIPPINES-STA MARIA, BULACAN 

5 ZAPATA STEPHANIE BANEA DON HONORIO VENTURA TECHNOLOGICAL 
STATE UNIVERSITY 

6 ZARA JIEZELLE PANGANIBAN UNIVERSITY OF BATANGAS 

7 ZARATAN RUSTY MANECLANG UNIVERSITY OF PANGASINAN 

8 ZARATE JAC GERALD GUBAC UNIVERSITY OF SANTO TOMAS 

9 ZARATE VANESSA IVY GALVEZ SULTAN KUDARAT POLYTECHNIC STATE 
COLLEGE-ISULAN 

10 ZIPAGAN WILFREDJACK BAUI CAGAYAN STATE UNIVERSITY-TUGUEGARAO 

11 ZOLETA JOSELITO JR PUNO SOUTHERN LUZON STATE UNIVERSITY-LUCBAN 
(SLPC) 

12 ZONIO GEDEON OCENA MANUEL S. ENVERGA UNIV. FOUNDATION- 
LUCENA CITY 

13 ZOSIMA PAOLO PABUSTAN UNIVERSITY OF THE EAST-CALOOCAN 

14 ZOSIMO EUGENE TECHNOLOGICAL UNIVERSITY OF THE 
PHILIPPINES-MANILA 

15 ZULUETA RONA ANDAL DIVINE WORD COLLEGE OF CALAPAN 

16 ZUNIEGA DIANA MAE OCENAR UNIVERSITY OF RIZAL SYSTEM-MORONG 

17 ZUNIEGA JAY AL GUERRERO CATANDUANES STATE UNIVERSITY VIRAC 

18 ZUNIEGA NIVEA KRIZELLE MABUTAS SAINT LOUIS COLLEGE OF SAN FERNANDO 

19 ZUNIGA ALBERT JOSHUA CAVITE STATE UNIVERSITY (DON SEVERINO 
AGR'L. COLL.) 

20 ZUÑIGA ROSEMARIE FLORES CAMARINES SUR POLYTECHNIC COLLEGE- 
NABUA 


REMINDER: USE SAME NAME IN ALL EXAMINATION FORMS. IF THERE IS AN ERROR IN SPELLING AND OTHER DATA KINDLY REQUEST YOUR 
ROOM WATCHERS TO CORRECT IT ON THE FIRST DAY OF EXAMINATION. REPORT TO YOUR ROOM ON OR BEFORE 6:30 A.M. LATE EXAMINEES 
WILL NOT BE ADMITTED. 


Pursuant to the PRC-DOH-PNP Administrative Order No. 01 dated July 28, 2021, examinees for the licensure examinations are 
required to submit either (1) a negative RTPCR Test Results, if falling under the groups stated in DOH Memorandum 2020-258A, or (2) a 
Certification issued by any government or private physician or barangay officer attesting that the examinee had undergone 14-day quarantine 
prior to the examination, or (3) copy of the Complete Vaccination Card. 

Failure to present either of the three health safety documentary requirements, shall prohibit the examinee to enter the examination 


premises and to take the licensure examinations. 


